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There are many of these brigades \ 
right in your own neighborhood \ | 
and they continue to carry water if 
from the kitchen sink, the cellar and 
the hose connection by the cellar 
window, because they believe it im- 
possible to have running water in 
an unheated garage. 





Why not tell these people about the 
| VQGELF rost Proof Hydrant why not 
tell them that this hydrant will not 
freeze regardless of the temperature. 


ness while it is to be had, remember 
that every garage is a lively prospect 
for the Y@GEL Hydrant and the 
VQGEL Frost Proof Closet. 





{ Why not start out and get this busi- 
—~" 
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It’s up to you—see your jobber now. 


Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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Leading Articles in This Issue 
He Was Wrong. By Milt Marvels. 


The Schoolmaster and His Class in Estimating 

for the Plumber. By R. M. Starbuck. 
Advertising Editorial No. 128—‘‘Good Looks” 
—'"‘Spending to Save.” 


Small Garages—How to Heat and Ventilate 
Them. By Alfred G. King. 

He Sells Oil Burners. 

“Looking Backward" for April. By the Cal- 


endar Man. 


Colorado Master Plumbers’ Convention. 


and Piping Contractors to Meet in 


City, N. J. 


Heating 
Atlantic 


Special Departments 


Questions and Answers. 

Between Ourselves. 

Among Manufacturers and Wholesalers. 
Supply Market and Metal Reports. 

With Master Plumbers and Heating Contractors. 


Heating Patents. 
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WOLVERINE BRASS WORKS 


WOLVERINE COMPANY, INC. WOLVERINE BRASS WORKS, INC. 
314 WEST 42% ST.,.NEW YORK,NY. GRAN Le) RAPI DS. M CH GAN. 210*216 NATUMA ST.,SAN FRANCISCO,CAL. 
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“ABINGDON” Better Vitreous 
China Syphon Jet Closets 





’ 
Deep Seal—Flat Rim 
Large Water Surface 
\ll have sediment pocket; QUIET in operation; 
Syphon on 3 gallons of water. 
Best for Direct Pressure Flush Valves 


These items helped build our modern pottery, 
one of the largest and most up-to-date in the 
United States. 





J Extended I We can ship reasonably promptly all the items 
shown. Our catalog will interest you. Special 
articles solicited. . 





ANNOUNCEMENT 
With regret we announce the retiring of our 


president, Mr. J. E. Slater. He retains an inter- 
est and remains one of the directors. 





Mr. James Simpson, founder of the business, 1s 
our new president, and continues active in the 
: j business. 


Mr. F. A. Jones is our new general manager. 











ABINGDON SANITARY MEG. Co. 
Potteries at ABINGDON, ILLINOIS 


MANUFACTURERS OF HIGH .GRADE VITREOUS CHINA 


Please Address All Communications to the Company 
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OOK at this ‘‘close-up”’ of a Little 
Giant Pipe Wrench and the ad- 
vantages of its construction over 

other pipe wrenches will be instantly 

apparent. 










Notice the end opening jaws that 
enable you to grab onto pipe as you 
would with a pair of pliers. It makes 
the customary tough jobs close to 
walls and in corners as easy to handle 
as ‘open’? work with an ordinary 
wrench. 

















Notice the extreme simplicity—just 
three parts, yet an extra set of jaws 
when reversing the movable member 
is desirable. No springs or delicate 
parts. 










The strength is there too, although you 
can’t see it. Every part is heat treated 
by a special process. 









Your jobber has them in stock 
in all sizes from 8 to 24 inch. 
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**Si-wel-clo”’ $97.50 

“Welling” 60.50 

**Merit’’ 51.00 

Saxon" 45.50 
F. O. B. Trenton, N. J 



































‘““Tepeco”’ Closets 


If any virtue hes in standardization ‘lepeco” 
Closet Combinations have a claim on your atten- 
non. 


Quite aside from the fact that we have consist- 
ently advertised this group of closets to the 
\merican public is the feeling on our part that 
nowhere, at any price, Can you quite match the 
virtues of the Si-wel-clo, Welling, Merit and 
Saxon—each in its price class. 


Concentration upon the development of this group 
of closet combinations has produced the greatest 
eficiency of closet, tank and fittings—to say 
nothing for the undisputed merit of Tepeco China. 


Your jobber can furnish these combinations if 
vou insist. You should insist because it 1s to 
your advantage to do so 


The Trenton Potteries Company 
Trenton, New Jersey, U.S. A. 


New York Boston San Francisco 





w 











( )Water Closets 





FOR EVERY PLACE AND PURSE 
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SOMETHING NEW 


That You 


SUPER-SEPTIC 
TANK 


PAT. AppL'p. FOR 


Shou 











Illustrating the patented interior arrangement of the Kaustine Super- 
Septic Tank--indicating direction of flow of sewage through the tank 
Simple and inexpensive plans of tile arrangement. 

PLAN 10 4 tyy f installation 
= | tr! t tribu 
7 t duent and a 
seranion Wi 
1 ! ' leach 
4 I " eliminate 
I 1 ther tight 
| material a leaching pool the 
\ r : } Id be pr 
- | | ' hl | wither k 
It plan is to be used 
} PLAN 11 m tl ither r or 
/ Tt | us S In 
; ils the leaching 
| can be eliminated; 
1 non-porous soils same 
hing pool as recom 
’ led in plan 10 should 
a) be used In either case 
ue te : vent should be pro- 
LAN 13 ¢ , ided as indicated. 
| y 4 I ty pe f installation 
} | } 1 be used only where 
) p so is porous, will readily 
rats “us absorb the efhuent and where 
{ plenty of room is available 
( ‘ It should be confined to 
. residences 
FIG. 14 
LILE REQUIREMENT 
<a, y mouno FOR HOMI 
\ (i | 
fr. r 
ft. per persor 
fr. per person 
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Super-Septic Tank 


A Great Advance in Septic Tank Design 
and Construction Exclusive New 
Features Covered by Patents 


This new Kaustine Super-Septic Tank is as far ahead 
of the usual type of septic tank as the automobile was 
ahead of the horse and carriage. 


Due to an entirely new principle, the positive but slow 
movement of the sewage in process of digestion travels 
three times the distance possible in other tanks (se 
cut), resulting in a complete liquefaction, less scum 
and sludge, and a clearer and more easily assimilated 
effluent. 

This new, improved principle, plus th 

high quality of Armco Iron construction 

and 20-Year Guarantee, plus no increase in 

prices, make a business-getting combina- 

tion for you! 


Nationally Advertised 
National publications such as Literary Digest, Coun 
try Gentleman, American Magazine, House & Garden, 
House Beautiful, Country Life, MacLean’s Magazin 
are telling your customers of the superior features of 
the Kanstine Super-Septic Tank. 


Free Engineering Service 
Our Engineering Department is at the service of 
Kaustine dealers at all times without any charge to 
them whatever. We supply you with blue prints and 
other helps to overcome the most difheult installation. 
Investigate the value of this wonderful tank today. 
Write vour jobber for Prices and Literature or use the 
coupon below. 


. | 
Kaustine Company., Inc. 
Manufacturers and Sanitation Engineers 
Buffalo, New York 
Canadian Office and Factory, Dundas, Ont 
Also Manufactur ( mica Wa 7 r , ( 


o 


yreeemeeseee= USE THIS COUPON :=<--------- 


' 
! KAUSTINE COMPANY, Inc., 
§ 200 Van Rensselaer St.,Buffalo, N. Y. 


8p 
g Gentlemen 
P| | , } LI ‘ \ 
1 lease send your ft booklet 
B new super-septic tank 
1 Also please put my name on ir dealer t 
: free dealer helps 
” 
a Nam 
a 
8 Street 
7 
ow 
a Cit 
‘ 
8 The name of my jobber | 
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The Webster 
Sylphon — Packless — Quick-Opening 


Radiator Supply Valve 


Meets the growing demand for improved supply valves. It 
is Quick-Opening—meets the demand for convenience— 
and Absolutely Packless—requires no attention. Its appear- 
ance will please your customers. 


Just as the Webster System sets the standard for fine heat- 
ing installations—the Webster Sylphon Packless sets the 


standard for supply valves 


It is 

\ttractive—Compact—highly polished-—heavily nick- 
led 

Convenient—Less than a turn of the lever handle 
opens it wide—pointer indicates amount of opéning— 
has adjustable dial 

Positively Packless—Flexible laminated bellows com- 
pletely encloses stem, making it permanently steam- 


Not an experiment, but probably the most carefully devel- 
oped radiator supply valve on the market. Worth a large 
preference —available at a small preference. 


( \ bulletin describing this unit of the Webster ae 
will be sent on request. Ask for 705-H. 


WARREN WEBSTER & COMPANY 
Established 1888 


CAMDEN, NEW JERSEY 


Branch Offices DARLING BROS.,' Ltd. 
in 42 U. S. Cities Montreal, Can.} 








Systems of 


Steam Heating 
Over 30,000 Installations 
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Easy to hook Up—no special tools—no extra tappings 


and burns in an intensely hot blue flame directly 
beneath the 28 feet of coiled copper tubing. 
There is no “sweating” or condensation. 
water enters the coils already warm. It is pre- 
heated in the non-porous cast brass water leg 
you see between the two burners—an exclusive 
Florence feature. 


The diagrams show you how easily the Florence 
Water Heater hooks up with either a vertical er 
a horizontal range boiler. Any apprentice 
plumber can do it. 

And you get full profit on the installation, as 
well as the sale. 

Plumbers everywhere today are selling and in- 
stalling the kerosene-burning Florence Water 
Heater. They choose the Florence 
because superior features mean 
enthusiastic customers for them. 





© 1924, F, 8, Co, 


really burn gas. The kerosene 
vaporizes, mixes with the air, 


The two powerful burners 


FLORENCE 


KEROSENE WATER HEATER 


We have a limited number of installation blueprints 
on hand, and will furnish you one of each kind free 
if you send us your name and address. Mail us the 
coupon now and look these blueprints over. We'll 
also send you a fully illustrated booklet. This booklet 
contains complete facts on the Florence. It shows 
what the Florence can do for the many homes with- 
out gas right in your own community (who need, 
every one, a kerosene water heater). Tear out the 
coupon now—get these facts. 


The Florence is well constructed in every de- 
tail. Its shell is of double steel, asbestos lined. 
Its oil reservoir is equipped with a glass bull’s-eye 
which shows the oil level. Its cast iron top is 
strong and heavy and will not warp. Its door has 
a nickel-plated Alaska handle. Two mica win- 
dows above the door show the flame. 
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VCE ST OMPANY 
764, Gardner, Mass. 


send free 
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SUPPOSE YOUR CUSTOMER SAID 
“No Nickel Plated Faucets on this Job” 


WHAT WOULD 
YOU DO? 





‘Slain 


2Y, 
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Install Everbrite Metal Faucets 


‘‘Everbrite’’ faucets are not nickel plated. They are made 
of solid Everbrite Metal which will stay bright forever, and 
will not turn yellow or wear off as nickel plating does. 


When your customer invests in a combination faucet 
he expects it to last—and to present a permanently 
handsome appearance. You know that nickel plated 
faucets will not do this 


Everbrite Metal, remember, is not nickel plated. It is solid. 
There is no thin surface to wear away-—or to be scoured off. 


The combination faucet shown in the illustration will be a big seller 
this year. Get acquainted with it. Install it on your next job. 
Find out how good it is. Render your customers real service by 
installing “Everbrite’ faucets always 


— E>. 
Curtis Bay Copper & Iron Works +; RI 
BALTIMORE MARYLAND fe a 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe. 


N THE COURSE OF A YEAR WE ARI 


called upon to help the family of readers do about do, don't 


everything the family has to do in plumbing and heat- 
ing. We like to help. “It is more blessed to help than 


to hinder,” as somebody once said. Then, too, we feel who makes 


that to help is one of our reasons for 
being here. 

The other day, in looking over a 
list of help requests, I was struck 
with the number of readers who 
wanted plans and suggestions for 
laying out new salesrooms and shops. 
This-gave me a thought for an edi- 
torial; it also suggested a good ar- 
ticle. I proceeded to write the first 
and have Milt Marvels write the 
second, 

New plumbing and heating estab- 
lishments are springing up every- 
where. They are being better built 
in better places. And they are being 


better arranged. 


HE GOOD ARTICLE, MEN- 
tioned a few lines back, will greet 
you next week. It will tell how a 
man built a successful business, and 
it will show plans which show how 
his entire establishment is arranged. 
Qf course, every man arranges his 
place to fit his own peculiar needs. 
But a study of many plans will give 
master plumbers and heating con- 
tractors many ideas. And the more 
ideas one has at hand the better one 
can plan his windows, salesroom, 
stockroom and shop. Am I right? 


a COULD DO WORSE 
than keep in mind the extra spe 


cial number of your plumbing and 


heating weekly for June 7. There will be much heating 
information in this number. It will report the Heating 
and Piping Contractors’ National Association conven- 


tion, at Atlantic City, the week before. 


thing. 


Then Ie. W. Riesbeck will describe and picture the 


Between Ourselves 


Alph abet 


HOWER 
EARLY To BED, 
EARLY To RISE, 
A SHOWER EACH MORN 
IF YOU ARE WISE. 


} 





That’s one 


small building 


Meanwhile 


thoueht a week 
if she helps the work of the auxiliari he wi 


worth the little spact she fills. 


el 


1 this article 


, 
POC 


next week Mi Iie eck will eve vou 
one of his mnteresting trouble jobs Hle is a trouble man 


trouble jobs interesting 


( 


W'! HAVE HAD MORE 
replies to Overhead, or how to 


Fool the Sheriff.” So, in a couple 


of weeks o1 sO, these repli will be 
printed. The replies that were printed 
in the weekly for the week of April 
19 have inspired IH]. | Barillet, the 
(). PH. i. man, and he is going to 


Sal\ his “aly 


wo weeks ago, when Mr. Bartllet’ 


sixth O. H. EE. article wa publi hed. 
| ud it was to be | ist | thought 
| was right But I wasn’t I wa 


wrong Mr. Batllet has received so 
many letters, asking so many ques 
tions, he wants to add two more at 
ticles to his series sort 0’ postseripts, 
1 might say Vhis, then, 1s to an 
nounce, that his two postscript article 


{ 


will appear May 24 and June 28 

= Y NEVER GROW OLD 
do Dolan & Olson Hank and 

Jerry can laugh at their troubles, and 


] tr 


so, laughing, thei oubles don’t 
trouble them —mucl every readet 
knows them, and [ mention them 
merely to sav that next week they will 
pay the family one of their regular 


monthly visits 


Please mect Nan next weel She 
is voung, and as interesting as most 
flapper are She will look at vou 


and talk to vou from the Women’ 
\uxtharie pave, and he may leave a 


| think vou’re going to like Nan, and 


By the way, if you think of subjects you think ought 


to be discussed, | will thank vou to let me have them 


biggest heating job in the world. It is so big it will 


fascinate any man who is in any way interested in 


heating. But, more than that, this biggest heating sys 


tem, or a section of it, to be exact, will fit into any 


You may have a good on 


Ouse 
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WHY WAIT 
FOR THE BIG JOB 








Put a ‘‘Toledo’’ Power 
Drive to work for you 
now. It pays on the small 
as well as the large job. 
A fact proven by actual 
experience. 


Mention Domestic E> 
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Just note how easy this workman is thread- 
ing 2-in. pipe with his ‘“Toledo” Power Drive 
operating this ‘Toledo’ No. 100 threader. 
It takes him but 20 seconds actual threading 
time to complete the job, and on 1-in. only 11 
He can then connect a “Vosper” 
Pipe Cutter and cut off 2-in. pipe in 24 seconds, 
and 1-in. pipe in 8 seconds, actual cutting time. 


seconds. 


Compare this swift, easy way with the length 
of time it is now taking your workmen to cut 
and thread pipe by hand, and you will under- 
stand why owners tell us their Drives have 
paid for themselves over and over again. 


Don’t wait for the big job. Put a light, 
portable “Toledo”’ Power Drive to work now. 
It will save you both time and labor on the 
small as well as the large job. Drop us a 
postal for complete information. 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


NEW YORK OFFICE: 50 CHURCH STREET 


when writing advertisers. 
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The Plumbing and Heating Weekly 


HE building of new buildings 


Building 
Slump 


And thank goodness, the change is gradual, not sudden 
Building records—each month better than any other 
month—couldn’t go on forever. Within the next year, 


it is believed, new building will reach that level we call 


is on the down grade. ‘There 


had to be a change some time. 


normal. 
_ Regardless of what happens to new building, let not 
plumbing and heating men be alarmed. Think of the 
millions of replacement jobs, repair work, and the like. 
This field has been pretty much neglected during the 
building boom. Then think of the millions of homes 
that are without plumbing and heating. They do not 
have what they ought to have and what they know they 
ought to have. There’s a field without limit. 

Plenty of work ahead—aye, plenty of it—enough to 
keep the plumbing and heating industries at top speed 


until the next building boom. 


Work ts a habit, and so ts 
the thing called laziness. 


Movin VERY day these days we hear 
g of a master plumber moving 
Up into Main street, opening an at 
tractive salesroom, and making window displays that 
can be seen through clean plate glass. These daily moves 
prove two things: First, progress is in the saddle: sec ond, 
hetter plumbing and heating times are just ahead. 
Better locations, better sa'esrooms, better window dis 
plays, better advertising—-better everything point to 
better business men and merchandising. And when new 
building ceases to boom, the merchandisers will be “sit 


ting pretty,” as the saying is. 


People are down on thi 


things they are not up on. 


SA . PEAKING ot the apprenticeship 
" OWING problem, Which all thinking men 
the Boys are ever doing, here is a good 
idea. ‘Take apprentices in large cities on a tour of plants 
that manufacture plumbing and heating goods, take them 
into jobbing houses, show them big and unusual installa 
tions. Then do the same thing for apprentices in the 
small nearby cities. The good to be got out of such tours 


will inspire, educate, and pay dividends for years and 


years, 


Phis idea was tried a couple of weeks ago with great 
SUCCESS. Ihe apprentices came from the plumbing 
school of the University of Valparaiso, Indiana. They 
saw everything in Chicago the Citizens’ Sanitary [Engi 
neers’ Association could show them in two days. 

The boys went back to their classes filled with the 


bigness of the plumbing industry. ‘To see is to know, 


tl 


and to know ts to make better journeymen and masters 


VO man ever wore himself 


bushing his own business 


NOMPLAINT comes now and 


then from master plumbers that 


W ater 
Heaters 


heaters are not treating them right 


manufacturers of hot water 
said. that 


manufacturers manufacture heaters to sell leach man 


ufacturer wants to sell as many as he can Plumbers 
are the rightful) salesmen Vhey ought to sell ever 
heater that 1s installed. But when, here and there, they 


won't sell as many as they could sell, why blame a man 
ufacturer for making other arrangement 

In many towns plumbers sell all the heaters that are 
sold. And they sell aplenty In these towns there is no 
complaint. Manufacturers are satished, master plumbers 
are satisfied, even gas companies are satisfied. Instead 
of competing, the gas companies are co-operating, 

Manufacturers want sales \ll master plumbers have 


to do is to show that they will sell. 


Phe manwho does good work 


keeps in training fo 
HIS ha heen said before It 


will be said again 


1 


Educating 
Buyers who buy are the people who have 
1] 


been educated to buy \n educated public—that’s all 
plumbing and heating need to imerease sale Plumbing 
and heating are learning this, and, as they learn, collective 
advertising campaigns multiply. 

The masters of any city can do no better work for 
themselves and their industry than by banding togethe1 
in an advertising campaign that educates the publi 


Manufacturers are doing their part. lor proof of thi 


turn the leaves of the general magazines and watch the 


pages of big newspapers. When you see the line, “Your 
Plumber (or heating contractor) 1s 


think what that means in edu 


in a manufacturer's ad, 


cating the public to go to the nearest master or contractor 


Lhe people 


C uy |) tributor.” 

















A. Quinn is one of 





physically and mentally He 


president of both the local and 
state associations He takes 


reat i 


4 
1 —_ 
| (a) ] erations and is chairman of 





Apprenticeship Committee of the 
National Association, but he alsc 
takes time for civic work, and 


is doing a great deal for 


public schools of Philadelphia 


oFECIA, - Walor Heators Gas Randes 
SALE ¥ SGHLFICHS 3 io, Weel 





a fine way t ivertise ‘“‘Hot Water in Every Home 
This is the way Roy J. Schleich of Clifton, N. J., fixed his truck 
for Old Home Week Pageant” and he says he sold 5 gas ranges 
and 8 water heaters in two days from the float Note the sign 
tl rear which says, “‘Water, Water, Water, Let Schleich make 


it hot for you” 





James L. Careskey 
who used to repre- 
sent the National 
Trade Extension 


t popular, progressive, pros- 
perous plumbers among the mas- 
ters of Philadelphia He is big 


nterest in the coming gen- 





Who Are They? 





“And I hope, suh, to grow 
up, have hosts of friends, 
and what’s more, suh, do 
a lot of good things’ is 
what this baby is thinking 
He grew up to accomplish 
them. He is a_ genuine 
southern gentleman from 
Wilmington, N. C. His 
name is H. E. Longley. 
He served his state as 
president of the M. P. 


Ass’n. and is now a direc- 


tor of the Nat'l Ass'n. 





“I think I'll kill a 
F. W 


Spink, spank, 


shimmery, 


summer 





clean, in their 


dresses are 


Janet and Dorothy, daughters of 
Harry O. Nelson, of Nelson Co., 
jobbers of Detroit, Mich. 


O@o 


~ 


duck or two before breakfast,” said 


: Taylor but to his surprise this is what he got— 
just like that! Mr. Taylor is of the firm of Taylor Bros., 


plumbing contractor, of Oklahoma City, 
picture was taken he was meandering 
Canadian River 


A. W. Wills, John J. Calnan, former secretary Chicago Master Plumbers’ Association, 
; . L 


Bureau J. A. Bargetz, National Plumbing and Heating Supply Co., C. F. Taffe, and 





lace 








Okla. 
along 


When the 
the south 


C. A. Scholle, of 
the Minneapolis 
Heat Regulator Co., 
Minneapolis, Minn. 











The attractive plumbing store of C. L. Pierce, Wilmington, Del. 
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Mr. Pierce (at right) erected the building at a cost of $20,000 


He Was WRONG 


Told by MILT MARVELS 


He Discovers that Some Masters Who 
Make Mistakes Also Make Money 


N the past I have told you of some of the plumbing 
ij and heating fellows who have been somewhat suc- 

cessful. I have given you only facts—the facts that 
turned the trick. Remember the story of Hanson Bros.? 
They advertised, joined, worked—and, as a result, the 
business naturally came their way. Remember the tale 
of the master plumber who had no foreman? The ex- 
ercise of kindliness and confidence in his men brought 
him success. These masters decided upon sound policies 
and followed them. Success was theirs because they were 
right. 

Of course a certain number of men in the trade are 
doing handsomely, and most of them deserve what they’ve 
earned jut what about the plumbing and heating man 
who hasn’t done so well? What about the chap who 
gets a false start? What are his chances? Does ‘a mistake 
at the beginning kill his hopes of joining the successful? 
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I’m not going to answer you and spoil the story. Here's 
a more practical plan. I shall tell you of a master plumber 
who made a mistake. I'll tell you what the mistake was 
what happened, and all about it. Then you shall decide 
the answer. 

It happened in April of 1919. A young man was getting 
a master’s license in Wilmington, Delaware. A common 
place occurrence. Yes, but not a commonplace young 
man Every cent he possessed was the amount of the 
license fee. His only other capital was his kit of tools. 
A man going into business on such a basis must be either 
farsighted or foolish. Let’s see how he classifies. Well, 
anyway, he was not foolish. 

He was ambitious. He plunged into his first jobs with 
the earnestness and enthusiasm of the fellow who's look 
ing ahead. As more work came he tackled it with the 


; 


same commendable energy He didn’t stop to do much 





_ierats ote 








mie The end of the ear came 


was wrong? 


HEADWORK NEEDED 


AHE young man had received a jolt He took a few 
hours of from 1} vork and sized up the situation 
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the desk, and he did some heavy brainwork. Less arm- 
k permitted more headwork, he discovered. 
bigger yield from the armwork of his jour- 
that bigger yield through intelligent plan- 


milepost on the the road this 


More head- 


meant a 
And 
one 


work 
neyvmen 
right 


ning was road 


With time to plan every step deliberately, he approached 


the employment problem Suppose a really good journey- 
rhe more he thought the 4 ner it appeared that he had man was taken on. Had he any special reason for holding 
been usil h hands too much and his head too littl this job if another company tempted him with a couple of 
He had beet king like a journeyman, instead of plan extra dollars in salary? He had not. All right. Here 
! thing ke ter hould That must be the was another chance for some straight thinking. 
nswer: there w no other reasonable explanation He Oh, there’s plenty of thinking for the master who 
had blundered at the start For vear he had traveled ould succeed—plenty of it, day in and day out. 
i road tha vo : ag I 
bring him to Suces A LIBERAL POLICY 
Here is the master vou P/ b ’ 1 I { : T S usual, thinking accom- 
vanted to hear about um Ng ant eating erms A plished results. Today 
master who made ) — ‘ this master holds his good 
rt. With one he nd As hey Are Not employes. Aside from the 
cap to b n of loyalty they have for a fair 
capit he h en o1 employer, two very unusual 
tl He's no t fted inducements exist. Every 
master plumber who n employe is given a week's 
to do thin right ist | vacation annually, with full 
nstir He t iverage pay. And every employe re- 
plumbing and he mat ceives a bonus each year. 
A be 1 he man Thought for their welfare 
metime maké riou has earned him big divi 
mistal What ill | dends in the earnest efforts 
! o him of contented employes. 
Plannin ‘ t] eed As a new problem pre- 
he decided. P iit col sented itself it was threshed 
nt J nin Planning of out from every angle before 
t plannir of | a decision was reached. This 
nnir f tl hand 0 master’s days of making 
emp Dp Lil oO d snap judgments, because he 
vertising and sale cam couldn't take time to think, 
paigr planning on special were gone forever. He was 
problems constantly faced by doing the mental labor while 
the plumbing and heating in his employes took care of 
dustry More thought and the manual labor. 
less manual effort was need Another twelve months 
ed from the bo The def slipped past, and again he 
icit in thought was altogether consulted the ledger for a 
too plainly reflected in = the summary of the year’s re- 
ledgers for that first year sults. But it was more a 
It hurt to know that for matter of form than any- 
twelve months he had been thing else, Under his new 
off the road. He had taken system he had watched the 
the stride and suffered all records every day. No more 
the frtigue of a Marathon years would he waste travel- 
runner. But he was not run ing in the wrong direction. 
ning on the course He was A DRIP LINE The general result should 
trotting in a treadmill show that he was going for- 
merely making the motions ward and not backward. The 
Well, at least the exercise had kept him in running condi books did show progress; they showed far more than he 
tion, and one year wasted was better than five That’s had expected from seeing the daily reports. 
what he thought when he commenced to think He had hung out his sign in 1919. In 1920 he had 
I suppose I should, according to standards of popular Giscovered his mistake too much working, too little 
fiction, now describe our hero's flashing eye and set jaw thinking. In 1921 the books showed that he had overcome 
as he declared that he’d show the world. You're spared the handicap and was headed in the right direction. And 
the literary fireworks in this true story. But I think you "oW ‘tis May of 1924, five years since the beginning of the 


will be interested to know what action this master plumber 


took when he discovered that Success lay in a different 


direction 

The first step looked bad from a conventional viewpoint 
He cut out While 
handied the installations 


the long hours of work with his hands 


and heating 


kept his feet off 


plumbing 
Yes 


his men 


he took to his swivel chair but he 


affair. How does he stand? 

You noticed the attractive plumbing store shown on the 
first the right? He is C, L. 
Pierce, of Wilmington, Del.—the plumber who made the 
mistake of trying to do with his hands instead of with his 
head. As to his success, these facts may indicate it: He 
has just erected the building in which his store is located, 


page, ‘and the gentleman at 
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at a cost of $20,000. During the Winter season he employs 
eight men regularly. In the Summer months, when he 
is particularly busy, the total number of employes runs 
as high as twenty-one Do not look upon this as just an 
exceptional case. If you think that the average master 
who gets a wrong start cannot achieve success, consider 
Ek. D. Hornbrook, of Kansas City, Mo He has been three 
times president of the National Association, and is as fine 
an example of a progressive master plumber as can be 
found anywhere. Did you know that Mr. Hornbrook failed 
in the plumbing and heating business because he tried 
to succeed with his hands instead of with his head? He 
did. But that failure, many years ago, taught him the 
value of headwork. 

You were to decide whether the master who made the 
poor beginning could achieve success I've given you the 
facts about Mr. Pierce, whose original capital was his 
license fee and his tools. He worked in the wrong way 
for a year, He discovered his mistake, and corrected it. 
And in five years he has done well enough to build a 
$20,000 building. What's the answer? It can be done! 

Don't merely read this story and then forget it Mr. 
Pierce’s difficulty carries a valuable thought regarding 
your own business. Are you making mistakes, big or little? 
Are you working muscles rather than brain cells? Are 
you figuring estimates hastily and carelessly? Are you 
forgetting to, or afraid to, include overhead expense and 
profit? Are you treating your employes so that they do 
not enjoy putting forth their best effort for you? Are 


Is He the OLDEST 


a ACK in the ’80s, when 
sanitation was a hope 
ee rather than a certainty, 
when modern plumbing and 
efficient heating systems were 
considered luxuries instead of 
necessities, when the time- 
worn joke about the plumber 
was in its heyday, William H. 
McKinney started to sell 
plumbing and heating sup- 
plies. 
It was in 1884, forty years 
ago, that Mr. McKinney first 
packed his grip, putting in an 





order book from Kellogg, 
Dangler & Co., Newark, N. J., 
and started out to sell plumb- 


Wm. H. McKinney 


ing and heating supplies. 

Yesterday Mr. McKinney again swung on the train, 
bound for his usual trip through New Jersey. And he is 
still calling on master plumbers and heating contractors 
With only a short break during the war, he has never 
left his first love. A true ‘‘Knight of the Grip.” 

And on these forty years of service Mr. McKinney lays 
his claim to being the oldest traveling man in point of 
service in the plumbing and heating trades. He proudly 
tells his friends that he is sixty-four wears young, and 
that his years in meeting the trade, which he calls the 
greatest on earth, and the friendships he has built up are 
the factors that keep him young. 

Forty years! It’s a long time. But Mr. McKinney will 
tell you it seems only a few weeks ago that he first sold 
Francis Lang, of East Orange, N. J., the first bill of goods 
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you letting your window space gather dust when it should 
be earning business? Are you handling your customers 
so carelessly that they never think of recommending you 
to others? Are you greeting your prospects in such a 


cold or bored manner that they are not anxious to become 
customers? Are you failing to sell vour business to the 
public? These are some of the mistakes that hold back a 


business. 


GET RID OF ‘EM 
F this list brings to your mind certain mistakes, both 
you and I are glad Do as Mr. Pierce did: get rid of 


‘em. You needn’t upset the routine of your business 
merely correct these errors as you find them If vou've 
been giving too little attention and pleasantness to your 


customers, try pleasant words and a real effort to serve 
them the next time If your journeymen are continually 
“on their way,” figure out what your jobs lack from the 
employe’s viewpoint, and economize by keeping your good 
men If you've been omitting the overhead expense and 
profit, try to prove to yourself that vou're not entitled 
to all expenses plus a fair profit Then include ‘em in 
every estimate and fool the sheriff 

When the majority of plumbing and heating men have 
shaken off the costly mistakes all of us will be gainers 


And don’t forget what vou admitted above The man 
who takes a wrong start can succeed And remember 


Much handwork and little headwork maketh a_ small 
profit. 


\ If He Isn’ 
Salesmanr {3.%; 


that he ever sold. That first order? It was for six 18x24 
black iron sinks, six No. 2 Douglas pumps, and a pair of 
closets, And that was high grade in those days, the 
veteran says. 

Incidentally, The Francis Lang Company is still in busi 
ness in East Orange, conducted by the sons of the original 
Francis Lang. And they are still customers of Mr. Me 
Kinney. Maybe holding customers for forty years is the 
big reason the veteran need never worry about his job 

Another thing that has helped make the time seem 
short, Mr. McKinney says, is that he has stayed long 
enough with firms to get acquainted with the men he was 
working for. Since 1884 he has worked for but three 
firms. After years of service with Kellogg, Dangler & Co., 
he went to the Fred Adee Corporation, of New York City, 
where he stayed until the war with Germany Then he 
did his bit for his country in the shipyards, as Uncle Sam 
thought he was too old to shoulder a musket. 

Following his war service, he joined the sales staff 
of W. V. Egbert & Co., jobbers, of Newark, where he is 
now employed. His real hobby, of course, is selling his 
master plumber friends, but once in a while he sneaks off 
to Canada and hunts and fishes for a while 

Many strange and interesting things have happened 
during the two score years he has carried his catalogs 
through New Jersey, but the high spot of them all, he 
recalls, was during the blizzard of March, 1888, when he 
was stalled three days in a railroad car on the Central 
Railroad of New Jersey. 

Is Mr. McKinney the oldest traveling salesman in the 
United States in point of service? Can anyone point to 
a record rivalling or exceeding the one of which. this 


genial knight of the road boasts? Domestic Engineer 


ing’’ would like to know. 
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Fig. 1—VFirst foo: plan 


wuld be a ver trange thing if any two men chose 

me layout 
Those who sent in plan howing revised lavout are 
the following A. T. Walter, Milwaukee, Wisec.; F. W. 


Fladd, Jr., Rochester, N. ¥ KE. A. Kraft, Murphysboro, 
Iil.; Frank C. Gallagher, Jamestown, N. Dak., and “J. W 
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ig. 2—Virst floor plan 


out just such a problem as this, and it is interesting to 

ee how the different ones have gone at the job. 
Everyone has allowed the first floor plan to stand as 

it was, without changing anything, except Mr. Fladd, who, 
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Attention —the Old Guard, the Lead- 
ers, the Men of Experience — atten- 
tion, please! Mr. Starbuck would like to 
hear from you. You want to see the 
plumbing business forge ahead. So does 


‘ 


he. Then, to this series of Estimating for 
the Plumber, why not contribute some ot 


a hown in Fig. 1, has moved the two corner toilet rooms 
to positions half-way along tl ide in order, as we take 
it, to overcome the necessity of running a stack up through 
the entire building just for a single small toilet room 
This is good judgment. 

Messrs. Walter an@ Kraft made use of the hollow pillars 
for carrving two of the stack as in Fig 2, while Messrs 


‘add and Gallagher chose to do otherwise. 
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Fig. 3—Second floor plan 


COMPARING RESULTS 

N comparing results arrjved at in the case of the second 
| floor plan, we like Mr. Walter's best. He has decided 
to do away with four of the lavatories in the offices, as 
hown in Fig. 3. f , 

The Fladd second floor plan, shown in Fig. 4, cuts out 
three of the lavatories, but just ‘why he holds onto lav- 
itory A, we do not quité see. “Mr. Kraft’s second floor 
plan, Fig. 5, shows lavatory B iébated in such a manner 
that it obstructs entranée th’ the tbom. In the Gallagher 
second floor plan? ‘the ‘Idéation'@f lavatories C and D is 
such as to bring abort! Cotihnectio#ws that are not often to 
be found. In ordé¥°fo’ Hing! this feature out, we have 
to show, in additidn, his'thifd av@ fourth floor plans, Figs. 
7 and &. A stud¥ of thé “titéea plans will show that the 
method of connecting #6) ‘six'Tavatoiies on this stack 
would be about as ih#UFig?'9!) 

In Fig. 10 weskowoM¥. Whlter’s third floor layout, 
showing that he Hbs. ted40e@"tH4’ number of office lava- 


and His CLASS 


really want it to, and if the plumber’s eye is 


R. M. Starbuck 


your estimating experiences, ideas, meth- 
ods and the like? Why not? @ Your 
contribution, added to the contributions 
of others, will help plumbing. And the 
more we do to help the business the more 
we do to help ourselves. @ Express your- 
self freely. Your ideas will be welcome. 


tories from six to two. Mr. Fladd has made the same 
reduction in lavatories, but has located his fixtures back 
to back, 
In Mr. Kraft’s third floor plan, his fixture 
practically the same as in the second floor 
Fladd and Walter 
number of office lavatories reduced to five. Mr. 


against the partition dividing the two rooms. 
locations are 
plan. The 
show the 
Walter's 


plans for the fourth floor 


layout is shown in Fig. 11. Messrs. Kraft and Gallagher 
show seven lavatories on the fourth floor, and we think 
the smaller number would be ample. 

In this fourth floor plan there was a little ‘catch’? which 
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Fig. 4—Second floor plan 


Reference to Fig. 4, in the March 


Sth issue, will show one of the fourth floor rooms without 


all but one discovered. 
any door—an architectural blunder rather than a blunder 
in the plumbing layout, 


ARCHITECTURAL BLUNDERS 
EK do not know that this problem of fixture layout 
W ia been so spectacular as some others may have 
nevertheless, to keep away from the pitfalls that 
a man had to keep his eyes 
although not so difficult, 
sometime 


been, 
the original plans presented, 
A problem such as this, 
is good practice. Most of us, 
or other seen architects’ plans in which a stack of soil pipe, 


open, 
no doubt, have 


if run according to the drawings, would pass down through 
the center of a stairway, through the center of the living 


room, or cut up some other caper that the architect didn’t 
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Why Not Tell Your 


Estimating Experience 


keen and 
practised enough to catch the error before the wrong work 
has been started, he has saved himself and others an 
annoying situation, 

We asked to have a cellar plan made of the piping, 
but this really shows nothing of value, and therefore we 
are not using space t that were submitted 
“J.W.K.,"’ who states that he is 


fixture 


» show the plans 
strictly new at this 


work, instead of revising the layouts, has sent in 


elevations of the different stacks. In Fig. 12 we show two 


of these elevations, and pronounce them well done He 


? — TMM 904-6 000. — HA — Oa 
© 0 


+ 


‘s\s| | 





Sey 
iS: 


oy apy | 


nd 4/ 

A 6, } 

4] 

} | 
{ y 4} ¥ 

i oo 











OM AM, a 
Fig. 5—Second floor plan 
asks us to point out his mistakes, and, taking him at his 


word, we would say that in the elevation of the stack 


which serves the two large toilet rooms on the first floor, 


he has tried to show plan and elevation on the same 
drawing, and that is something that cannot be done in 
any kind of drawing except isometric or mechanical per 
up this kind 


Later on we plan to take 
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Fig. 6—Second floor plan 


of drawing, and then we hope “J.W.K.”’ will have a chance 


to set himself right on this matter. ‘J.W.K.’’ also sub 
mitted a corrected drawing of Fig. 17, which we took up 


some time ago In general the drawing showed a good 


understanding of plumbing, but we regret that we are 
unable to spare the space for it at such a late date He 


should get his work to us more promptly. 
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ESTIMATING LEAD WORK 
TOW for the cond part of our problem: the estimat 
NX ing of the lead work for the building whose floor 
plan A ha ist been considering 
Inasmuch as the four estimator I ised the hixture 
out to suit their vn ideas, the imber of fixtures rep 
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big. 7—Third floor plan 
resented in the several estimates varies considerably, and 
the lead work must therefore be expected to vary 

Messrs, Fladd and Walter estimated the same number 
of fixture 43, whereas Messrs. Kraft and Gallagher esti 
mated 53 and 52 respectively. 

The four total estimates are as follows Fladd, $189.49 
Walter, $168.45 Kraft, $223.67 Gallagher, $166.91 
The first two estimate based on the same fixture layout 
are not far apart, and, if the Kraft estimate is reduced 
to the same number of fixture it will also come close 
to the others The Gallagher estimate seems a bit low 
and, as he states in his letter that it is work that is new 
to him, he may find where he fell down by comparing his 
estimate with the others 

The four estimates are as follow 

The Fladd estimate 

16 4 in. lead bends $ 38.22 
27 1% in. lead P traps 20.27 

16 4 in. brass ferrules 10.88 

5 1% in. brass ferrules 1.40 

3 114 in. brass ferrules 84 
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Fig. S—Pourth floor plan 

8 114 in. solder nipples : ; ee 1.94 

8 2 in. ground joint unions 8.10 

16 1%4 in. ground joint unions 8.64 
40 ft. 2 in. “D” lead pipe 20.90 


f 1% in. “D” lead pipe 


aD ) viping solder 


The Walter 


1 4 in, lead 


estimate 


bends 
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42.50 
30.80 


$184.49 


.$ 40.68 















































2 ; in. long outlet lead P traps $1.13 
ft. 4 in. lead pipe, 49 ft. 2 in. lead pipe, 4 ft. 
1% in. lead pipe, SS ft. 114 in. lead pipe. 40.92 
29 Ib wiping solder 36.12 
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Fig. 12 Fig. 9 
Le eee TRIE eo So ow ove tel cee oie 10.88 
S 2 in. brass ferrules ; IE Te Pee 2.00 
De Se el, Re ee FE 5 o's es ie eh oe ke 56 
22 114 in. brass ferrules 6.16 
$168.45 
The Kraft estimate 

698 Ibs. lead pipe ova wae 
4 ee a SPE PS OLE Er eT eT eT cee 50.40 
Co ee eh RON Et OMRON nga &. Bia, oo eh wie ower 27.78 
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Fig. 10—Third floor plan 
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14 2 in. solder nipples ; ; 6.62 14 1% in. solder nipples 4.72 
37 1% in. solder nipples 8.99 12 4 in. lead bends 13.50 
—- 160 Ibs. wiping solder 44.80 

$223.67 3 Ibs. fine solder 84 

The Gallagher estimate 33 lead P traps 13.08 
2 1% in. brass ferrules : $ 50 38 lbs. sheet lead 4.28 
76 [7.48 


12 4 in. brass ferrules .... . which 8.26 75 ft. 114 in. lead pipe 























; C—O MOOD ag Fen Sonnet gy : 
ia l] cen Pipe, S traps, ete 2.34 
| 1] 
4 $166.9] 
| 
Ga iB, 1 ypu 1G , 
| f HY PLUMBING 191 
A 
ga 2 = c = f wo By 
die POY 
Hr a 4 ————- : p ttt , dl r For Location 
4 0) OF g No Articles Amt N Artic'e Amt 
if Water Closets, | AMOUNT FORWARD 
Hl Urinal Safes in. Lead Pipe Ft. 1 
! Bath Tubs « in. Lead Pipe Ft. Li 
1 1 soilers & Stands , in. Lead Pi; Ft. Lb 
1] i] Basins, lin. Lead Pipe Ft. Lb 
LL LA TT TT, Yl 72 ESV ZZ Wash Bowls 114 in. Lead Pipe Ft. Lbe 
Wash Trays, I 1. Lead Pipe Ft. I 
Fig. 1i—Pourth floor plan Drip Trays, | Lead Pipe Ft. I 
Urinals, 
Urinal Cocks & Trimming Air Cha 
Slop Hoppers Set Copper Ket 
Tank Valves & Trimming Brass Pipe 
Sinks, Brass Pipe Fitt 
Pantry Sinks, Sheet Bra 
Sink Bibbs, Sheet Copper 
Tray Bibbs, Copper Ta 
Back Cock top Cock R 
Bath Hose & Sprinkler Clean 
Basin Cocks, N. P. Screw 
Pantry Cocks R. H. Screws, 
Faucets, F. H. Screws 
Basin & Bath Valves 1 Wire Guards 
Sill Cocks, ira trainer 
Stop Cocks Brass T 
Basin Plugs i | Hooks, 
Bath Plugs Clips 
Tray Plugs l'a 
Brass Thimbles Oil, 
Solder Nipples Putty 
Solder Oakum, 
Unions, Cement, 
Soil Pipe Plaster Pari 
Soil Pipe Bends, Charcoal 
Soil Pipe Y's Gasoline, 
Soil Pipe Tees Trenching 
‘Soil Pipe Sanitary Tees \ Yard Hydrant 
Offsets Stop Boxe 
Soil Pipe Vent Caps, Sewer Piping 
Dbl. Hubs, Sewer Pipe Fitt 
Soil Pipe Trays, treet Washer 
Ventilating Pipe Rubber Gaskets 
Ventilating Pipe Fittings Gaskets, 
Galvanized Pipe, \ Rubber ¢ 
Galvanized Pipe Fittings ! elf-Closing Work 
Plain Iron Pipe, Specialties, 
Plain Iron Pipe Fittings. ¢ N. P. Supply Pips 
Gas Pipe N. P. Waste Piy 
Gas Pipe Fittings, N. P. Traps 
Steel Pipe, \ N. P. Extra Trit 
Steel Pipe Fittings Marble or Slate D 
Extra Fittings Floor Slat 
Lead Bends, House Tank 
Solder (Wiping Per ( 
Solder (Fine), Days Work, } H 
Lead Traps, Car Fare 
Lbs. Sheet Lead Board a pe 
Lbs. Old Lead 1 | Freigt 
>¢ in. Lead Pipe Ft. Lbs Cart 
Fig. 15 
p 
As nearly as we can come to it, the Fladd estimate is 
probably the most nearly correct There are certainly 16 





Fig. 13 toilets, and, while Mr. Walter estimates 16 4 in. brass 
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ferrules, he includes only 14 lead bends, which, if counted, AN ESTIMATE SHEET 

would increase h total The Kraft estimate, if based W owen his revised plans and estimate, Mr. Walter 

on the ame number of fixtures as the two previous went a step further and sent in an isometric eleva- 

estimat vould come to about $180 tion of each one of the stacks. They are well done, and 
The Gallagher estimate is low, according to our opin we would like to show all of them, but for lack of space 

ion, partially at least, because he has made a mistake in will show only two, selecting the two stacks that serve 


the toilet rooms. These we show in Figs 13 and 14. 
Mr. Gallagher, in addition to the two problems, also 
ubmitted an estimate sheet, which we show in Fig. 15. 
The sheet shows pretty much all the items that are 
required, but it seems to us that the arrangement might 
i be improved. Furthermore, for most sections of the 
, country, there would seem to be many superfluous items. 
However, those who are using this sheet in actual practice 
will know better than the rest of us whether the sheet 
gzives satisfaction or not, 

There is one thing about more than one of the estimate 
sheets we have shown that should be mentioned. In some 
cases we know that the sheet must have been arranged 
many years ago, and, although plumbing practice has in 
the meantime greatly changed and quite a few of the 
items become obsolete, the make-up of the sheet has not 
been changed. As a matter of fact, we know that one of 
the sheets we have shown in a previous article was 








originally made up more than twenty-five years ago, and 


s has never since been changed. All of us know that many 
Vig. 14 items of stock in common use at that time, are no longer 
used In making up standard sheets a little later on, 
estimating his P traps, and because he has figured only 12 this, of course, will be one of the points to be taken 
lead bends and 4-in. brass ferrules instead of 16 care of, 
It seems to us that these estimates show good work. [REGULAR STARBUCK ARTICLE NEXT WEEK] 


GETTING Neher New BUSINESS 


Neher Bros. Get Near It with 
Quick Trucks and a Clever Slogan 


ECENTLY, in Chicago, a spice and span little lunch No, practical equipment like these trucks not only makes the 

2 room was opened \ patron, who was pleased with casual observer in Bellingham realize that Neher Brothers 
the excellent food, laid down the customary small with their clever slogan, “Your Neherest Plumber’’—are 

tip upon leaving. The young ; capable craftsmen. It also 
' makes the onlooker register 
an approval that affects every 
master plumber. He decides 
to himself, although without 
putting the thought into ac- 
tual words, perhaps, that a 





man who had served him 
passed it back, saying quiet- 
ly [am a meal salesman 
not a waiter.”” And this pol 
icy is lending the little place 
a certain dignity which is 
the best of advertising man who is an efficient mas- 
This truck is one of the ter plumber is entitled to 
two efficient vehicles that is the same community respect 
providing the right kind of as the man who is a good 
advertising for Neher Broth doctor. 
After all, what a famous 


old Russian said is true: 


ers, master plumbers’ of 
sjellingham, Washington. 
The only aristocracy we hu- 
mans really bow to is the 


Furthermore, it is adding to 
the dignity of the whole 
trade. This sort of thing aristocracy of brains. Yet it 
goes a long way towards must be known that we have 
counteracting the old-time these brains—not with a 


plumber jokes It gives the loud noise about it but with 





lie to the would-be funny | . quiet strength. 

pictures of an impossible, Every firm that raises 
One of the trucks at headquarters. Note the interesting 
sign, and the slogan “Your Neherest Plumber” (just above 7 
ner pail and greasy overalls. the spare tire) the industry as a whole. 





sloppy workman with a din- itself in this business raises 








Advertising Editorial 


A NEW ONE EVERY WEEK—No. 128 





(,ood Looks 


OOD looking women and men are good looking 

because they are good to look at. Yes, of 

course. Just so. But what makes them good 
looking? Health! That’s the first thing. And health 
is the last thing, too. 

The most beautiful woman in the world would not be 
beautiful if she were not healthy. 

What is it that promotes health? Well, plenty of 
baths, for one thing. Baths wake up the body—stimu- 
late the skin, the blood, the organs. And the right kind 
of stimulation promotes radiant health. 

All this is not new. Ask your beauty doctor or 
your health doctor. They will tell you to bathe, bathe, 
bathe! People are learning the true way to health and 
beauty, for more of them are bathing more. 

To get out of the bath everything there is in it you 
must have a well-equipped bathroom. 











This Firm Hits It Right 


RITING for Beier Bros., plumbing and heating, Saint Paul, Minn., 

Fred A. Beier brands the Advertising Editorials ‘‘wonderful propa- 
ganda.” All who have used the Editorials long enough to catch the 
public eye say the same thing. 

The Editorials can be set in any size type to fit any size newspaper 
pace. Twelve illustrations cost only $4.20—35 cents each. You can 
tart the illustrations with any back number; future illustrations will 
be mailed you at the rate of one a week. 
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Typewrite the following, sign it and send tt 
to the editor of 0” I newspaper Sena 
him one of them every week. Keeo tt up! 
U'se these Ihumanisms. Persistence wins 


Spending to 
Save 


Most people buy according to a certain 
rule, which they have followed for years and 
years 

+ * oz 

The rule is formed into a question, ‘‘How 
much does it cost?’ That’s the reason so 
many articles of cheap or inferior quality 
happen to be sold. Take plumbing and heat- 
ing goods, for instance These products are 
to be found in ninety-nine out of a hundred 
up-to-date homes. 

. ” cz 

The average family spends $1,200 a year. 
If the average family knew how to buy, think 
of the dollars which would be saved 

* ~ * 

Take vour bathroom and the things in it. 
You can fit up a bathroom cheaply, yet it 
will look almost as fine as one which is fitted 
up at a greater cost. But the difference be 
tween a cheap bathroom and one which costs 
slightly more is the difference of an invest 
ment which will last many years instead of 
a few. 

* * * 

Inferior piping throughout the house may 
not make itself bothersome for some time. 
Then, one day, the piping will go wrong 
New parts will have to be bought; walls will 
have to be cut open and fixed up; there will 
be new papering and cleaning All of which 
costs money. And all of which is due to the 
rule, ‘‘How much does it cost?” 

. * + 
Don’t buy things because they are cheap. 
- + ; * 

Cheap things are seldom the best They 
may seem to be equally as good as things 
which cost more But in the long run they 
will not stand the test of service 

* + * 

You'll always have to pay more for what 
vou want and need than for something you 
hope will take its place And this is never 
more true than in buying those things which 
go into the making of a substantial home 

+ oa * 

Teach your children and yourself that the 
cheapest is not always the best Drive home 
the fact that it’s what you get, not what you 
pay, that counts. 

* ” 7 

Give more consideration to quality and less 

to price and appearance, 





Mr. King handles two subjects this time. 
The first is the heating of a small private 


with garages. 


garage, built back of a residence. 


of a garage to prevent deaths from carbon monoxide gas. 


30th have to do 


The second is the ventilation 


@ Re- 


garding the second, why shouldn’t heating contractors and heat- 


ing and piping contractors associations make it their busi- 


ness to educate the public on the importance of garage ventila- 


tion? They should. 


They owe it to the public and themselves. 


SMALL GARAGES 


How to Heat and Ventilate Them 


By Alfred G. King 


HE attention of the trade i au -RUIt Us 
directed to the accompanying start on anot, 
to ushire, 
newspaper clipping Bagdad 
Similar new notice ire to 


found altogether too frequently it 


MONOXIDE GAS KILLS on an 
MOTORIST IN GARAGE 


TWO METHODS OF HEATING 


srtiey “a HERE are two types of hot 
ie tae systems used: one with 
tank in the attic or 
and the 


the expansion 
upper floor other 


with the tank located in the base- 


the daily press Searcely a week ‘ 
passes, and often but a single day — ment, as for one of the tank-in- 
ar) ‘ t i ‘ ‘ _ ik ; < y 

; d PITTSBURGH, Aprih 20.—Dondlda basement methods so frequently 
when we read of some person being 1. Peck died un the effects of Mo- I “ 
asphyxiated by the dangerous cut 1 I] noxide poisoning while repairing fits used. 
bon monoxide gas, due to running j automobile ade S garage Saturday No matter which method is in- 

: ‘ lnight according to a report made to gis : 

the engine of his car in a closed lthe coroner today The body was stalled, it is required that the ex- 


garage having no ventilation. Care 





less, you say? Perhaps But what 


motorist is there who does not oc 
casionally run the engine 
within the 


of his car 


garage to ‘“‘tumne up’’ the motor? Just so 


It is seldom that the effect of noticeable 


until the damage 


this gas is 


is done, or until the person is so over 


come that he is unable to open the door or window, or 


into the fresh air Many of the 
farages are to the roof 


frequent opening of the doors admits 


get out large public 


open with 
, and the 


fresh air 


and are provided 
ventilator 
sufficient to diffuse the fumes of whatever gas 
The large 
duce the effect of the 


ment suffers by reason of the 


is present. amount of space also helps to re 


poisoned air. The repair depart 


usual congestion, and more 


often from the fact that it is located on the first floor of 


a two- or three-story building and therefore the ceiling 


height is limited As a 
of the 


matter of fact, the requirements 


repair shop are more exacting than the garage 
proper 
Before we discuss ventilating problems at length we 


consider heating of small 
built 
prevented our taking up this type of heating in our last 
and the 


number of 


desire to briefly the private 


garages adjacent to the residence Circumstances 


emphasized by the 
to how the 


article, importance of it is 


frequent received as 


house 


inquiries 
care for the 
feet 


heating system may be extended to 


which is erected thirty 
from the 


refer to hot 


garage 
distant 


possibly twenty or 


residence. Practically all of these in 


quiries heating or the extension of 


the hot 


water 


water system installed to heat the house 


in the garage today 


| founa 
= door and windows closed 
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With the tension of the system shall be made 
in such a manner that there will be 
sufficient force or energy to circu- 
late the water through a conduit to 
and unless means, such as a circulating pump, 
is used, it is necessary that the flow shall be taken to such 
that of the drop riser or 
will supply tthe required pressure. Fig. 1 
method of making the installation when 

tank is located in the attic of the residence. 

that the apparatus is heating a two-story and attic house, 


the garage, 


a height the weight column 
illustrates a 
the expansion 


It is assumed 


an extension is to be made to the garage, the pipes, 
and run in a trench 

No pipe sizes are indicated on the illustration, as 
depend upon the amount of radiation to be 
A circulating loop is connected from the main 


and 
flow return, are to be just below 
grade 
will 
supplied. 
and extends upward through some convenient 
desired ceiling of the 
above), and the drop leg of this loop supplies the circula 
to the garage. The top of the loop is vented by a 
connection to the expansion pipe leading to the tank, or 
to the expansion tank itself. The supply line drops to a 
enters the conduit to the garage in the 


this 


closet, or 


location, to the second floor (or 


tion 


where it 
illustrated. 


point 
manner 

For a small single car garage this pipe would be 1% 
car garage probably 1% 
1 14-inch 
return, 


inches in size and for a two 


inches In event, nothing smaller than 


pipe 
should 


any 
The pipes, both flow and 
garage. The 
basement of the 
2 ft. 


should be used. 


pitch upward towards the return 


entering the house, 


about 18 


circulation, after 


should drop to a point inches, or above 





i 
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Washing Breakfast Dishes Cleaning Vegetables 
What a Market! 


Estimate the number of kitchen faucets in your community. 


i 


WMI 


Then think of how many times a year each faucet has given the house- 
wife trouble—through leakage and other sources. Think of how 
many dishes she has cracked through having separate hot and cold 
water streams. Think of the inconvenience and messiness she has 
= experienced with make-shift soap dishes. Think of the many times 
she has needed a spray for watering flowers, rinsing dishes, cleaning 
sinks, washing hair, etc. 


TEUVESUUO ASOD 


Think of. the many features of the Classic kitchen appliance which 
overcomes these objections. Then multiply each of the above 
instances by the number of kitchens in your community and estimate 


the possible market. 
CLASSIC 
MOST NEEDED HOUSEHOLD APPLIANCE 


It is used 35 to 50 times a day and costs less than the first payment 
= on many other appliances such as washing machines and vacuum 
cleaners. It is an appliance—not just a faucet—and should prove 
a “headliner” for your displays and advertisements. And when 
once installed each helps sell another. Our Selling Helps are ready 
for your immediate use. Send the coupon for them. 


TEAR OUT, FILL IN AND MAIL THIS COUPON NOW 


The Chicago Faucet Company 
2700 to 2722 N. Crawford Avenue 
CHICAGO 


Gentlemen: Please send me without obligation, information regarding your SELLING AIDS on 


CHICAGO FAUCETS 


DUAIASNMATAAANA LOM 


ui 


PHSUAMULEU AAT 


Name Address City State = 
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the floor, and should be taken back to boiler along the 
ide vail, pitching downward slightly to the point where 
t i mnected into the return of the boiler If the flow 
nd return for the gar re taken through a conduit 
ust below grade, it is essential that they be covered with 
frost proof covering This covering is made with an 
nneé la of } r felt nd n outer laver of woo! felt 
overed with canva making a covering a little more 
} 
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Pig. t—-Eatension of house heating system for warming 
garage 
than 1 inch thick It can be made water-proof by an 


additional covering of canvas painted with water-proofing 


material 


Fig. 2 illustrates an extension of a house heating sys 
tem as might be installed in connection with a tank-in 
hasement apparatu In this plan the circulating loop 
i vented through a second floor radiator The flow 
riser to the radiator is made sufficient in size to supply 
he radiator and the circulation to the garage The 


method of connection is clearly shown and requires no 
letailed explanation In this installation it is assumed 
that both flow and return for the garage are taken 
through vitrified sewer pipe, with tightly cemented 
oints, and that this pipe or conduit is run below the 
frost line. The pipes should be covered, but this covering 
can be the ordinary sectional hot water covering as used 
on the piping in the basement of the house. 

In connection with the plans illustrated attention is 


directed to the provision for draining the garage system. 


Gate valves are placed on both flow and return pipes, 
and a plugged tee or a drain cock is provided on the 
return at the point where it drops from the conduit to 
return to the boiler 

If either of these methods is to be used successfully, 


it is essential that the boiler should be of ample capacity 


for the additional work of heating the garage, and also 
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that the service main should have an area sufficient to 
upply the 1%-inch or 11-inch garage connection in 
addition to whatever radiators are connected to it. As- 
suming that a boiler has been installed to warm the 
residence that has only the usual safety allowance in 
capacity, it will not prove of sufficient size to add the 
garage service, and the heating contractor who attempts 
to obtain the increased service under such conditions is 
surely seeking trouble To the number of fitters, who 
} e inquired regarding this class of work, we would 
sa do not attempt it unless conditions are such that 


you are reasonably certain of installing a satisfactory job. 


VENTILATION OF GARAGES 


NETTING back to the subject of ventilation, it is of 
J the utmost importance that all heating contractors 


and engineers should show the owners that the proper 
ventilation of their buildings is as essential as the heating 
of them It is estimated that there are now above 50,000 
public garages and service stations in this country, and 
ve are safe in saying that not 1 per cent of them are 


addition to 

thousands of 
mall the 
ole purpose of providing a place for housing the car, and 


provided with any ventilation whatever. In 


this deplorable condition, there are many 


private garages which have been erected with 
considered 
The accidental death recorded in the news item 
this 


this character. 


ventilation, and often heating as well, is not 


essential 
at the beginning of article no doubt occurred in a 
arage of 
There 


xhau 


is no better method of introducing fresh air and 


ting foul or contaminated air than by the installa- 


tion of a fan or blower. For a public garage and repair 












































Aa 
~ on 
‘? es) -\ 
—— — 2 
‘ 
} { 
e - - 
teme 
ig. 2—Eaxtension method as applicable for Tank-in-Basement 


systems 


shop a system of this character can be installed in such a 
that but little space is occupied, and, after the 
expense of been met, but little 


manner 


small installation has 
further expense is necessary. 
Suggestive of a small blower system we show by Fig. 3 


a floor plan of a public garage and repair shop of medium 


size and the method of installing a fan or blower system. 
A small space at one corner of the garage is given to the 
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(+) \ \e 4 
MEBDYO “OF with the Old 


Representatives in On with the New’’ 


the following cities 





Just as china lavatories, closet bowls and tanks 


Los Angeles are replacing those made of enamel iron, so are 
— eer yen china accessories replacing all others. Even in 
ortland, Oregon —— 
Salt Lake City old bath rooms, it is easy for your customers to 
Denver install the beautiful white Easy Set in place of 
nna their old tarnished and hard to keepclean fixtures. 
Chicago 
Dallas ‘ ° 
New Orleans Every home or apartment, whether it be old or 
Cincinnati new is an opportunity for a profitable order. 
Pittsburgh j li) a 
Philadelphi — We SX 
B igadiaaas See your jobber about ‘‘Easy Set’’ today. Ge Mp SS 
oston CH he 
Brooklyn M v4 \ 
New York City C7, SL 
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J.H.BALMER CO. | > 


259-267 PLANE ST. NEWARK, N.J. 
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Fig. 3—Pan ventilation for public garage 


window near the position of the apparatus The small 
branches, or distributing ducts, pitch downward from the 
main duct, as shown by the small drawing on the plan. 
The ends of these branches are left open, no dampers 
whatever being used in the piping The foul air is ex 
hausted through galvanized riser ducts located in the 
corners of the workshop and at convenient points in the 
garage. These foul air ducts start about 18 inches from 
the floor and terminate in the space between the ceiling 
and the roof This space is used as a gathering chamber 
and is ventilated through roof ventilators. The fan forces 
the air into the garage under a slight pressure, which is 
sufficient to drive the foul air out through the vent ducts 
The roof ventilators assist the movement of the air to 
the atmosphere 

The size of fan and heater required is conditioned 
upon the size of the building to be ventilated. The amount 
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of air to be handled conditions the size of the ducts. Our 
purpose is to suggest the method which must be adapted 
to suit existing conditions If sufficient space for the 
fan and heater is not available at the floor of the garage, 
or if this space is desired for garage purposes, the fan 
and heater can be installed on a platform hung from the 
cirders supporting the roof, and the switch for starting 


nd stopping the fan can be placed within easy reach 
from the floor 

An air change of about four times the cubical contents 
of the garage per hour should be provided Assuming 
that the size of the building is 40x100 ft., and that the 
ceiling height is 12 ft., and that we are considering a 


complete air change four times per hour: 40 ~ 100 ~ 12 
i 192,000 cu. ft. of air to be moved hourly or 3,200 
eu. ft. per minute (192,000 60 3,200). Allowing a 


factor of 50 per cent excess for the fan, a 30-inch fan 
would deliver from 4,800 to 5,000 ecu. ft. of air per minute, 
vith the outlet velocity not exceeding 1,200 ft. per minute, 
which is about the velocity that should be used for good 
ervice This example of possible size is given to show 


that the apparatus is not large for the work it accom- 


SIMPLE SYSTEM FOR SMALL GARAGE 

NOR a small one wr two-car parage a very simple 
|: ventilating system can be installed at a very reason 
able expense Fig. 4 shows a cross-section of a small 
garage looking toward the rear wall. Two galvanized 
duets, possibly 18x24 inches, are located in the rear 
corners of the garage. These ducts open into the attic 
pace between the ceiling and the roof. This space is 
known as a plenum chamber. On the center of the roof 
. positive acting galvanized ventilator is placed, which 
should be of such size that it will exhaust sufficient air 
according to the size of the garage. The ducts start 
ibout 18 inches above the floor and the movement of 
the air is indicated by the arrows shown on the illustra 
tion This is probably the most simple and inexpensive 
ethod that could be installed, although not as positive 


n results as when a fan is used 














Fic, 1—Method of ventilating small garage with ventilator 


A much better method, although more expensive to in- 
all, is to use an exhaust fan. For the removal of 
obnoxious gases and fumes a propeller type of exhaust 
fan can be used to good advantage, and has the merit of 
being positive in the results obtained, no matter what may 
be the condition of the weather, which is not the case 
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hig. J-21 The ‘Tite’ 
talkible Cesspool. 


an 





Fig. J-24 “Ideal” 
Combination Rain 
Leader and Cesspool. 
Also made with off- 
set outlet. 
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The ‘‘Saaco’”’ Line is a good one 
to tie up with because it is a 
complete one and a satisfac- 
tory one. Our new complete 
catalog of cast iron specialties 
for jobbers and dealers of the 
plumbing supply trade will be 
i ee mailed free on request. 


Vent Box made in 4 
and 6-in. sizes. 
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Fig J-46D Plain pat- i 
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i: Agua pyc a Fig.”J-71 Fig. J-70 Fig. J-73 
three other patterns. Cast Iron Trap Screw Ferrules. 


Sanitary Company of America 


Linfield, Pennsylvania 
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The ‘‘Saaco” 
Sand Trap. 







“Saaco”’ Pat- 
tern Boiler 


BRANCH OFFICES: 
Philadelphia, Pa. New York City, N. Y. Boston, Mass. Greensboro, N.C, Louisville, Ky 
Chattanooga, Tenn, Chicago, II. San Francisco, Calif. Los Angeles, Calif. San Diego, Calif 
Denver, Colo. Seattle, Wash. Portland, Ore. Spokane, Wash Salt Lake City, 
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Perfection lowel Bars meet all re- 
quirements for appearance, dura- 
bility and sanitation. 


They are made in a wide range of 
sizes. Brackets and screws finished 
either with baked celluloid finish to 
match opal bars or heavy hand pol- 
ished nickel plated for crystal bar. 


Practically our entire line of floor 
plates, air valves, towel bars and 
flush valves are shown in the 1924 
DOMESTIC ENGINE ERING CATALOG 
DIRECTORY. pages 269, 270 and 601. 
Reprints, punched to fit T. E. B. Loose 
Leaf Catalog, supplied on request. 
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Your jobber can supply you. 
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There days when 


will 


ed 
ventilator 


when a ventilator is u are certain 
the 
of its ordinary capacity 
can be 
Fig. 4. 


with a 


average type of not handle one-half 


Fig. 5 shows how a small ex- 
the 
foul 
Instead of a 


the 


installed in garage we have illus 
The 
ventilator. 


installed in 


haust fan 


trated by same air ducts are used as 


for use ventilator, how 


ever, a propeller fan is attic space, and 
the foul air is exhausted through a duct and an ordinary 
be 


make it 


hood 
The 
and 


roof ventilator, which nothing more than a 


the duct in 
fan has a direct 
stopped by throwing a switch in the garage proper. 


may 
order 
connected 


over to weather-proof 


motor, which is started 


Cur- 


rent is used only when it is found necessary to use the 


A car owner comes into his garage to do some little 
adjusting He the 
switch, starting the fan the same as he 


fan. 


or work on his car. simply throws 


would switeh on 


with his work 


is all 


the electric light, and when he is through 


he throws the switch and stops the fan It 
to do. A child could do it. 


very easy 


the possible 


table of 


who to figure 
garage, 


Estimate 


For those care on require 


give a exhaust 


the 


ments of ventilating a we 


propeller fan capacities. cubical contents 


of the garage and multiply this amount by the number 
of air changes desired; divide by 60 and determine the 
cubic feet per minute that must be exhausted; then con 
sult the following table to find the size of fan wheel that 
will handle the required volume of air per minute We 
should use an allowance of from twenty-five to fifty per 
cent in selecting the size of fan to be used. The capac 
ities given in the table are the average of those given by 


the manufacturers of several types of propeller fans: 


Size of Fan Speed Cu. Ft. of Air 
W heel HR. 2: Mi: per Minute 
1s-inch 1100 2300 
20-inch 1100 3100 
24-inch S50 1000 
50-inch TOO T7000 
36-inch 55D 9200 
$2-inch 190 12000 
#S-inch 190 18000 


You Tel? Em, Jimmy! 


the orders comin’ 


in so’s the boss’ll have the money to pay his high-salaried 


Us advertising fellers has to keep 


assistant sales managers, secretaries, 


high-powered, 


sales managers, 


and them special, high-pressure salesmen 


that is out o’ gas most o’ the time 

Settin’ at my little pine desk I hears the sales mana- 
ger say t’ the boss, ‘Well, I put over a big deal with 
Hootyucallems. Sold ’em 150 Perfect closets.’ 

“That’s fine,’’ says the boss. 

Along. in the afternoon I hears the assistant sales 
Manager say to the boss, “Well, I got a order for 150 
of them Perfect closets that I been fishin’ fer.’’ 

“That’s fine,” says the boss 

Toward quittin’ time I hears the head bookkeeper 
say to the boss. ‘‘Well, I guess that stuffer I had sent 
out with Hootyucallems’ statement put it over Their 


order comes in today fer 150 Perfect closets. 


“That's fine,’’ says the boss. 


The next morning I listens in while Charlie, a high- 
powered so-called salesman demonstrates his stuff to 
the boss. “Well,” he exhausts, “little me pushed over 
Hootvucallems fer a hundred and a half Perfects. Had 
to shoot ‘em all I had fer darn near a week straight. 


’ , 4% 
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The size of motor, or horse power, is not given, as 
these vary somewhat according to the type of fan used 
The average is from '% h. p. for small fans to about 3.5 
for the 48-inch fan It is better to use a somewhat larger 


fan at lower speed than a smaller fan at high speed, and 


is more economical 
We know that garage ventilation is a subject that has 
received little or no attention, and we should like to see 


some concerted action among heating contractors to im 
importance of giving some thought 
the 


press upon owners the 


nation we are new at business 


this subject As a 


to 








Fig. 5—Method of using exhaust propeller fan 
of caring for motor cars It is only during the past four 
or five vears that such a tremendous increase in the 


number of automobiles and trucks used has been noticed, 
and in the years to come the number of machines used 
will still further increase 

We have offered the illustrations herewith as possible 


methods of securing a supply of fresh air and exhausting 
the foul air. These methods have been used with success 
in other buildings where the fumes and gases incident to 
industriai work required that they be removed Yankee 
ingenuity will surely hit upon some simple and inexpen 


method of ventilating the single car garage, of which 


ive 
thousands are being constructed each year, and to hasten 


this every interested heating contractor preach 


the 


day let 
importance of if 
[MR. KING'S NENT 


ARTICLE, MAY 24] 


A Little Slant on Business Life 
by J. P. Eberhart of Lincoln, Neb. 


alrighty, and they’s a 


the 


crick 
fer 


the 
now 


knocked ‘em in 
the 


fine,”’ 


But | 

order in 
“That's 
About 

signs. I 


office right whole works.’ 


says the boss. 
look fer 


grins, 


the boss 
- He 
iny concession and says, “Jimmy, I sure gotta 
Now 


They’s 


that time I begins to over 


ketches his eye an’ strolls over to 


fine bunch 


o’ fellers workin’ here. they’s four of ‘em sold 


150 Perfect folks 
fine over one sale, four interested, loyal men each thinkin’ 


closets four of my feelin’ 


I thinks he’s put over somethin’ pretty good An’ I 
want ’em to think so. Now you, Jimmy, you’re a alright 
advertising feller and I know what your stuff is doin’.” 

“Yos, ma’am!” I yelps. “I got that order fer them 
150 Perfects on that serious of letters I sent out!’”’ 

“That's fine,’’ says the boss And then he turns away 
and drifts over to his private office. 

Complaint has been made by citizens of New Haven 
Ind., of the dumping of sewage into the Maumee river 
by Fort Wayne, Ind As the Maumee is in charge of 
the Rivers and Harbors Board of the U. S. Army a 


cemplaint may be made with the board, 








Cutting Blooms 


Cutting and Rolling 


the BLOOMS 


FYNHIS is picture story No. 12 on the manufacture of 
teel and wrought iron pipe. 


f 


ingot and the rolling of 


After the ingots 


In the previous issue, the 


into blooms wa described 





Rolling Blooms into Plate for Large Pipe 


34 


to Proper Size 


temperature in the 
large tongs and are 


uniform 
soaking pit, they are lifted out by 


have been brought to a 


placed in the ingot buggy and are transferred to rolls, 
driven by tremendous power, which reduce the ingots to 
blooms or slabs of different sizes, according to the length 
of pipe to be made. The ingot is first lengthened by 
rolling and is then cut to the proper length as illustrated 
above The cutting is done by means of a heavy shear 
while the bloom is still hot and is cut with apparently as 


much ease as though it were so much candy. 

The blooms thus produced are 
carried to reheating furnaces 
rolled 


plates called skelp from 


where they are into long 
strips or 
which the pipe is made 

describing 
“The huge 


into view 


Pure Iron Era, in 
this operation says: 

orange ingot is drawn 
between two mammoth cylinders, 
motion and 


only to reverse its 


thrust it out again In an instant, 
back it comes, looking longer and 
longer. 

“And forth through 
the great wringer it goes, getting 


back and 


smaller and smaller in diameter 


and longer and longer under the 


crush of the giant wringer. 


“Finally, it is passed on, a long 


orange snake, writhing and slith 


ering over the _ rollers, pushed 


from the sides into straightness 


and pulled into lengths 


greater 


bv another wringer 


“What a spectacle! A 6-ft. ingot 
of iron transferred into a 50-ft 
bar by three men up there in a 


little tower. 


“At last we turn away and 
climb down many steps, cross 
yards of open space and come 


presently to the mill where sheets 
Here 
until it is 


or skelp is made men 
pounce upon the ingot 


unrecognizable,.”’ 
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Inspection and Valves 


NE imperfect valve among hun- 
dreds of good ones might turn a 
customer against a certain product. 
This has been fully realized by the O-B 
manufacturing department and the re- 
sult is modern up-to-date machinery 
and numerous inspections. 
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Here are shown men at work on valve 
parts just before assembly. This is 
only one of the many inspections given 
to every O-B Valve before leaving the 


factory. 
H! 






(On Sale at Your Suppy House) 
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You Should 


Know These 


About the 
Mixometer 


tht 


Things / 


Cold water always comes first——there’s no danget 
of S¢ alding 


It cannot be wrongly assembled. When being 
installed it must be first put together properly 
or will not go together at all. 


\ll working parts are renewable, even to the 


seats 
Parts are machined to fit accurately. This 1s 
important. Too tight a ft would result in stift 


operation and sticking under certain’ condi- 
tions; too loose a ft would result in poor mixing 
qualities 


With the Mixometer the temperature of the 
shower can be changed as fast or as gradually 


as desired 


Single control saves time and adds to conven- 
rence becauce it allows testing of water with one 
hand while operating the handle with the other. 


the Mixometer 1s far past the experimental 
stage, being a development from the Speakman 
mixing valve which we first made 21 years ago. 


+ + 4 ‘ + ’ + 


We have just received a supply of Mixometet 
demonstrators made up in cardboard and will 
be glad to send you some if you wish. They 


are very useful in demonstrating the working 
of the Mixometer to your customers. 


SPEAKMAN COMPANY 


WILMINGTON, DELAWARE 
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H-2370 


H-2370 is the ideal installation of a shower over u 
built-in tub. It is a combination of the H-g52'. 


Vfixometer Shower and Deshler Bath Fixture. 


SPEAKMAN SHOWERS 


THE MODERN BATH ROOM HAS A SHOWER 
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He SELLS Them 


This heating contractor is meeting 
with much success in the sale and in- 
stallation of oil burners. Out of his ex- 
perience he culls some points which should 
be of value to other heating contractors. 
The heating contractor is the logical man 
to sell oil burners. There’s no doubt ofit. 
VERY progressive master plumber and heating con 


“Shall I or 
want 


tractor faces one 
shall I not 


to take up a project that will be temporary or otherwise 


important question 


sell oil burners?’’ He does not 


does he want to 


neither 
profit. 


unsatisfactory; but pass up an 


opportunity for honest 





The most competent adviser in such a case is the 
plumbing or heating man who has sold oil burners. An- 
gelo De Rosa, head of A. De Rosa & Co., heating con- 


tractors of Utica, N. Y., is such a man. He investigated 
oil burners for two years before undertaking to sell them. 
1923. In 
a sales contest, extending over a period of sixty days, A. 
De Rosa & Co. won a national prize by selling more oil 
burners than any other firm. He knows enough about oil 
burners to be able to help those who have not decided 


His company has sold oil burners since October, 


what to do. 





There is a wonderful field throughout the country for 
live wire plumbing and heating men to push the sale 
of good oil burners, says Mr. De Rosa First, they should 
be sure that they are taking the agency for a first-class 
burner, When that question is settled, the master 
plumbers and heating contractors should lose no time 
in placing the oil burner before the public Do not fear 
that the public will be cold on the subject People are 
tired of caring for fires The service on a good burner, 
properly installed, is practically nothing; but you will 
have plenty of trouble, annoyance, and general dissatis 


faction, if it is not properly installed 


Mr. De Rosa says that many of the oil burners on the 
market are being sold by men who know nothing of the 
heating business. In many cases oil burners sold by such 
salesmen do not give entire satisfaction This situation 


only paves the way for the legitimate heating contractor 
with a reliable, fool-proof oil burner There are several 
of these on the market, he says. 

Although Utica had been flooded with cheap oil burn 


ers, Mr. De 
in selling a 


Rosa states that his company had no difficulty 


large number of oil burners at an average 


price of $800. Some of the sales have amounted to sev 


eral thousand dollars. The public seems to be convinced 
that a reputable heating contractor can be relied upon 
to install a good oil burner that will operate properly, 
but is losing confidence in the oil burner salesman who 


knows nothing about a heating plant, 


Heating men should wake up to this opportunity, says 


Mr. De Rosa In some cities they are asleep and letting 
some other fellow take the agency for a good oil burner. 
His company has installed more than fifty oil burners 
in homes, apartment buildings, bank buildings, office 


buildings, and garages; and these burners are giving sat 


isfaction. He expects his company to sell three hundred 


oil burners during 1924. 
In the installations 


garage crank-case oil —oil 


would otherwise be 


that 


thrown out—is frequently burned with 


entire satisfaction The burner is, thermostatically con 
trolled, with an eight-day clock attached The only at 
tention needed is to wind the clock once a week. Grates 
are removed from the firebox, which is lined up with 


firebrick. The principle of atomization is used in deliver 


ing the oil through the firebox. 

The profit in oil burners is good, and the opportunity 
to make money on volume sales is unlimited, he says. 
Take an equipment, including a 250-gallon tank, masonry, 
installed If 


$500, it probably would sell for $750. 


materials and labor and properly this cost 


Installations are usually made in about 
Where 
the 


covered 


half 


are 


one and a 


days. tanks of 500 gallon capacity or larger 


cellar, the tanks must be 
sand A 
this work, if the heating contractor does it 

Mr. De 


for oil-burner 


installed in enclosed with 


brick and with profit is also made on 


Rosa’s company is spending $3,500 in 1924 


advertising, for oil burner sales efforts 


must be pushed steadily to yield the maximum return, 
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COLORADO in the Grandstand 


Masters convening at Denver attend first 


4. Fe Brickey elected president. 


for appre ntices. 


HE nypi dd *lay ball! ind the delegate 
nd guest ttending the twenty-seventh annual 
or ntior e Colorado Society of Sanitar En 
gineer held at Denver April 29-30, rose in their seat 
and cheere ( ty t known far and wide that the after 
noon of fir iy of the convention the master plumb 
ers and guest hurried up matters and attended th 
opening ne f tl ison And as a result of the 
pep and enthusiasm generated at the ball game the 
masters | ed il ball throughout the convention 
The convention opened right on the dot at 10:30 
Puesda morning President S. J. Slattery Denver) 
ntroduced F. S. Cullyford, president of the Denver asso 
ciation vho welcomed the visiting delegates and made 
brief ddre in which he uggested a plan of action 
to be taken by the ociation for the betterment of 
husine National Director John F. Wallace, and B 
Joseph O'Donnell, representative of the National Trade 
ixtension Bureau, were introduced, after which letters 
if greeting were read from the Women’s Auxiliary of 
Denve! and from Joseph I. Mahe (Grand Junction) 
ind B. R. Long (Pueblo), the two members being unable 
to attend on account of a recent storm in their vicinity 
GAIN OF THIRTY-TWO MEMBERS 
NTATE Secretary Peter Menzies (Denver) read the 
S reports of the treasurer and secretary, which showed 
he finances of the association in good condition and 


a net gain of thirty-two in membership during the year. 


Slattery announced the following committee 


President 
eppointment 
Flatt 
and F. X 


Credential Committe D J (Colorado 


Spring Mose Stone (QGreelev) Kreidl (Den- 


ver) 
mittes J. A. Gilbert 
Morgan) and EF. F 


Committe E. D 


Auditing Con 
J \I Boise Kt 


Resolutions 


(Colorado Springs), 
(Denver). 


Thos. 


O'Connor 


Draper (Lamar), 


MeCarthy (Colorado Springs) and Thos. East (Trinidad). 
Standardization Committee \ \ Kiser (Denver), 

Wm. Ecker (Greeley) and W. H. Turpin (Brush) 
Apprenticeship Committee J. F. Wallace (Denver), 


Tho McCarthy Col 


(Greeley) 


orado Springs) and Moses Stone 


Age limit set 
Membership gain announced 


baseball game of season. 


Newly elected officers are: 

President, J P. Brickey (Denver); vice-president, 
Thos. D. East (Trinidad); treasurer, H W. McGee 
(Denver), re-elected; sergeant-at-arms, W. H. Hensler 
(Denver), re-elected. 

Delegates to national convention: J. P. Brickey (Den- 
er) and C. T. Haas (Colorado Springs); alternates, 
Ben Bernzen (Boulder) and V. A. Kiser (Denver). 


TK 
iry member of the association, spoke on the revision of 
lighting and ven- 
his talk a resolution was 


Dolan, city councilman of Denver, and an honor- 


the Denver building code relative to 


ilating bathrooms Following 


adopted recommending that all habitable rooms in build- 
ings where plumbing is installed shall have either win- 
dow or skvlight 

The first business Wednesday morning was the report 
of the Apprenticeship Registration Committee, who rec- 
ommended that the association go on record in favor 
of an age limit for apprentices, the minimum age to 
be 15 years and maximum 21 years. This created con- 


iderable discussion as the maximum age limit for appren- 
tices in Denver is 18 years. The report of the committee 
was finally adopted, with a reservation giving the Denver 
sociation permission to keep their age limit at 18 years. 
B. Joseph O'Donnell, the National 
Trade Extension Bureau, was the principal speaker of the 
session and 
of the 


representative of 


in a convincing way told of the importance 
master plumber in the upbuilding of a city and 
health. He urged the formation of 
and told of the advantages these 


the preservation of 


women’s auxiliaries 
organizations give. 

In the afternoon, J. P. 
the last 


jrickey (Denver), delegate to 
national convention, gave a brief report of the 
National Director John F. Wallace urged all 
possibly do so to attend the next national 
section of the state 
called on for reports of business conditions in their 


affair, and 


could 


who 


convention, Members from every 
were 
various. localities. 

BANQUET AND THEATRE PARTY 
PYNUESDAY evening the Denver Association entertained 
| banquet at the New 


About 250 


the delegates and guests at a 


Albany hotel, followed by a theatre 


party. 





The twenty-seventh annual banquet of the Colorado Society 


Denver, Colo., 
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April 29, 


Sanitary Engineers, held at the New Albany Hotel in 


1924 
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40 DOMESTIC 
ere present KF. S. Cullyford, president of the Denver 
Association, presided as toastmaster, and the following 
nad t I pon Johr I Wallace (Denver), na 
ional director phen J Slattery (Denver), state 
president ( r. H Colorado Springs), state vice 
president; Geo. E. Smith (Denver), past national direc 
tor, and 7 | Dolan (Denver), city councilman and 


Denver Association 


honorary member ot the 

















At Colorado Sanitary E‘ngineers’ annual convention.—In top 
Jos. O'Donnell, Evansville, Ind.; 
Denver; A. J. Kelling, Boulder; J. W. Collins, 
Reoulder; J. P. Larsen, Denver; National Director J. F. Wal- 
lace, Denver.—Second row: C. TT. Haas, Colorado Springs; Geo, 
W. H. Smith, Denver; L. EF. Sinclaire, Denver; 8. W. Williams, 
Gireeley; J. A. Gilbert, Colorado Springs; M. Stone, Greeley; 
D. I. Flatt, Colorado Springs; A. J. Weber, Colorado Springs. 
—Third row: Secretary Peter Menzies, Denver; Geo. E. Smith, 
Denver; V. A. Kiser, Denver; B. Boulder; J. M. 
Boise, Fort Morgan; W. H. Turpin, Brush, Colo.—Fourth row: 
Elect J. P. Brickey, Denver; Wm. 
Denver; 


row, from left to right: B. 
J. J. Wafer, 


Bernzen, 


Ecker, Greeley; 
Lamont, Hensler, 
Denver; €. B. Clayton, Denver; 8. J. Slattery, Denver.—Fifth 
row: Wm. Flatt, Denver; A. S. Cullyford, Denver; W. Y. 
Stewart, Denver; EF. DD. Draper, Lamar; H. S. Lynn, Denver; 
Vicee-President-Elect T. D. East, Trinidad; Thomas McCarthy, 
Kreidi and Ek. F. O'Connor, both of 
Denver 


President 
PrP. EK. 





Sergeant-at-Arms W. H. 





Colorado Springs; F. X. 


A large cluster of beautiful roses was presented the 
Women’s Auxiliary by the Denver association. Mrs. 
J. P. Brickey (Denver), president of the auxiliary, ac- 
cepted the gift, and in expressing appreciation assured 
the association that the auxiliary was eager to be of 


assistance to the master plumbers’ organization. 


BALTIMORE BETTER HOMES EXHIBIT 


The Fifth Regiment armory, Baltimore, Md., was the 
scene the week ending May 3 of the second annual 
Better Homes Exhibit A complete home, elegantly fur- 
nished, was the feature of the exhibit Manufacturers 
identified with the plumbing and heating trades having 


Abram Cox Stove Co., under direction of 
Jaltimore branch, assisted by Wm. Sem 
Ever Hot 
charge of W. E 


Tubular 


booths 
VV. E 


ple; Crane Co.’s Baltimore branch; 


were 

Sumwalt, 
Heater Co.'s 
Hamill, and C. 
Frederick, 
booth in 
Pittsburg 
Balti 


branch, in 
Hunter 
American 
Hunter 

Lalor 


Baltimore 


Foz, of Detroit; Joiler Co., 
Md., 
charge of H. E 


Water Heater Co.; 


Heating Co., a 
and J. H. 
Fuel Oil 


and the joint 
Taylor; 


System Co., 
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more; Duro Pump & Mfg. Co., Dayton, Ohio; Gould 
Mfg. Co., Seneca Falls, N. Y.; Minneapolis Heat Regu 
lator Co., Minneapolis, Minn.; Fairbanks, Morse & Co., 


Heater Co., Williamsport, Pa., in 
Baltimore branch manager; 
tadiator Co., Buffalo, N. Y., in charge of M. S. 
Dillman, branch manager; Gas & Electric Co., 
of Baltimore, exhibiting gas-fired boilers and water heat- 
ers; G. W. Arnold Baltimore, Philip Carey 
Co., Baltimore. 


Standard 


re of John H. Seipple, 
American 
taltimore 


& Son, and 


MUELLER CO. SPONSORED APPRENTICE 
MEETING AT DECATUR 

The Mueller Co., Decatur, II1., meeting 

in that city on the apprenticeship subject on Friday eve- 


PLAN 


sponsored a 


ning, May 2, which was addressed by E. L. Bowman, 
of the National Trade Extension Bureau, and others. 


The meeting held in the new Mueller Clubhouse 
was preceded by a fine dinner. Among the promi- 
William Bergner, of Granite City, 
former state president; Fred Finder, of Champaign, II1.; 
Loughlin, Chicago, chairman of Illinois Master 

Apprenticeship Committee; Kolb, 
state superintendent of Industrial Education; W. H. Ent- 
secretary of Illinois Master Plumbers’ Associa- 
tion; several professors of the University of Illinois, and 
of the Millikin University of Decatur, local master and 
journeyman plumbers. 


was 
and 
nent visitors were 
James J. 
Plumbers’ Jesse L. 


whistle, 


Adolph Mueller presided and set forth the objects of 
the meeting and the urgent necessity of replenishing the 


ranks of journeyman plumbers in order to fully meet 
the increasing demands. 

The death of W. J. Delahunty, a prominent master 
plumber of Deeatur, was announced, and the audience 
in silence bowed heads in respect for his memory. 

Jas. J. Loughlin in his brief talk said: “If more 
apprentices were not brought into business to keep the 


up to the required quota it would be only 
until and other means of 
would be manufacturers. The 


journeymen 


a short time other devices 


installation devised by 
plumbing business is now in its infancy.” 
told of what other cities were doing 
in the way of industrial education in the public schools 
the Smith-Hughes law provides in the way of 
financial assistance. 

William G. announced his interest in 
and apprentices and insisted that masters and journey- 


Jesse L. Kolb 


what 


and 


Bergner boys 


men must get behind the boys and help. ‘An appren- 
tice, if handled right, is an asset to a shop and not a 
liability,’’ he said. 

F. W. Riedel, president of Decatur Master Plumbers’ 


that the apprentice question demanded 
masters, journeymen and the school 


Association, said 
the co-operation of 
board, 
H. G. 
local journeymen, said that 


and business manager of the 
would co- 


Hughey, president 
their organization 
operate in the movement. 


As a result of the meeting a committee of seven will 
be appointed to work out a plan for a course in the 
Decatur public schools, which will enable apprentices 


to secure practical and theoretical training while learn- 


ing the trade in shops. This committee will be com- 
posed of master plumbers, two journeyman plumbers, 
two members of the public school and college boards 


and a representative of the civic clubs in the city. 

While it was not intended to prolong this meeting the 
interest was such and the desire to discuss it thoroughly 
was nearly 11 o’clock before 


was so pronounced that it 


adjournment was reached. 
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How many of your clients know what a bidet is 
and what it is used for? 


How many would install a bidet in their bathroom 
if they were frankly told the advantages and 
health-protecting value of this fixture? 


Have a bidet installed in your showroom to show 
to your customers. Talk to them about the 
features of the bidet, which are fully described in 
our new ‘“K”’ catalog. This will be appreciated by 
your customers and will mean many additional 
sales for you. 


The 
equipped with a transfer 
valve for supplying both 


Madval bidet is 


hot and cold water to 
either the flushing rim 
or centre douche. It has 
a pop-up waste to 
tain the water in 
bowl when desired. 


re- 
the 


THOMAS MADDOCKS SONS CO. 


TRENTON, N. J. 
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THIN sheet of water at the falls 

absorbs more heat from the sun 
than does the solid body of water in the 
stream in several miles of flow. This 
is the actual difference of principle 
between Bear Ringer Indirect Water 
Heaters and other indirect heaters. 


Bear Ringer Indirect Water Heaters, 
heat a '4” film of domestic water, in a 
copper shell. Other heaters, heat a 
°4” thickness of water in a coil. 


This proves why Bear Ringer Indirect 
Water Heaters give greater satisfaction 
than other indirect heaters, especially 
on hot water heating systems. 
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PATENTS PENDING 


NEWARK NEW JERSEY 
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The Questions and Answers Department is open to all readers. Here their questions are answered—their problems solved. And, 
what is more, this department is an open forum, where readers may discuss plumbing and heating subjects. Don’t hesitate to ask 
questions about the things you want to know, and don’t fail to send in your comments and criticisms of questions that have been an- 
swered. While all questions are answered by men who are expert in their particular lines, your experiences may help a fellow crafts- 
man who is in need of information. This department is for the craft. Use it freely. There are many ways to untie knotty problems. 





CONNECTING UP TWO 40-GALLON RANGE BOLLERS good means for equalizing the heating of the boilers. 
TO TANK HEATER AND INDIRECT HEATER The indirect heater will heat both boilers during win 
Editor, ‘‘Domestic Engineering” Please advise best ter. The tank heater will heat both boilers during sum- 
method of piping a battery of two 40-gallon range boilers mer Each will operate independently of the other and 
for hot water supply of sanitarium. To be heated in automatically withont any valves having to be opened 














winter by a water heater and in summer by hot water or closed We suggest this arrangement, although the 
supply boiler. best plan is to use an S0-gallon boiler on the same 
Also, can two 40-gallon boilers be used as satisfactorily principle 
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Fig. 1 
as one 80-gallon? The idea of using two 40’s being the INSTALLING INDIRECT HOT WATER HEATER AS 
ease of replacement, as this size is always in stock. BOOSTER 
Yew York ee: &- , ‘ . ’ . P ’ , 
New York. : Editor, ““‘Domestic Engineering’’: Fig. 1 is a sketch 


of a job I installed in the local Y. W. C. A. Institute 


ere are several different methods of connecting up ; 
soar bs ; ee i . — ibout two years ago. They find a shortage of hot water 
these boilers and heaters. The method shown in Fig. y : 
é > - : ; to supply their demand when all showers are running. 
1 herewith, in which two 40-gallon boilers are used is ; ages 
I isfact idi 1j I therefore am connecting an indirect heater to steam 
verhaps as satisfactory as any, providing you adjust af ‘ ; 
, ahs . é i y ae : ) boiler to heat a 94 gallon reserve tank When the big 
the cold supply valves A and B to equalize the feed to et off tt ik i il sa te , 
: , : tank gets cooled off they will shut OM Stop NO, 6 and Open 
the boilers. That should make the boilers both empty : i ' hae . 
, Jo. 2 n afte » g yallon tank is used stop No. 2 
themselves of hot water equally. No, 2, then after the 1 gallo ink p 
The arrangement of a hot water header over the will be closed and No. 3 will be opened. 


boilers, and a return header under them should be a The janitor claims the large tank can be heated in 45 
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I al putting on a relief valve on each hot operating any valves as you mention We consider the 
piy vher hown Is this necessary? relief valves necessary 
Do vou believe this type of heater as an auxiliary heater . 
ill do t ork”? does the piping look all right, or are Minds Must Meet on Every Essential Point 
there al ggestions that vou can make? In order to constitute a contract, for the breach of 
New Jerse Ste Which damages may be recovered, the minds of the parties 
must have met upon every essential element of the con 
Ye the indirect water heater will make a good booster tract, leaving nothing open to be determined by future 
ting tank heater arrangement But we do not urrangements, unless the contract itself so provides. 
lieve that your method of connecting it up and requir Supreme Court of Nebraska, Olmstead et al., v. Caldwell 
ing the janitor to operate the valve will be satisfactory et al., 192 Northwestern Reporter, 952. 
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Janitors usually have their hands full of work The LAW GOVERNING CONTRACTS 


anitor of this Y. W. C. A. probably cannot find time to PYNITIE general rule is that, when the contract is to be 
watch the two tanks and operate the valves specified, | 


performed in a place other than the place where it 


according to the hot water demand is made, the law of the place of performance will govern 

Neither should he be required to do so. The work the validity, nature, obligation, and effect, rather than 
should be installed in such a manner that nobody will be the law where the contract is made; for that is presumed 
required to watch the tanks and operate the valves. to be the intention of the parties. But the law of the 

We believe you can accomplish this by cross-connecting place of making the contract will govern, if that in 
ihe tanks substantially as shown in Fig. 2 Valve the tention is expressed by the parties or is to be inferred 
work as shown The equalizing flow and return pipes from the circumstances.—United States Circuit Court of 
should help greatly If the cold supply valves A and B Appeals, Fourth Circuit, in New England Oil Corporation 


ure adjusted to feed the two tanks so they will both cool v. Island Oil Marketing Corporation, 288 Federal Re- 


off equally, there should be no occasion for the janitor porter, 961. 
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Round Boilers 


ENGINEERING 


Push Nipple 
Pattern 


ICHMOND Round 

Boilers —Have fire- 

pot of unusual 
depth carrying large and 
adequate fuel supply to 
insure long firing period; 
firepot is also provided 
with large combustion 
space above fuel line for 
proper ignition of gases 
from the coal to insure 
their complete consump- 
tion. Top of firepot is 
provided with crown 
sheet of very effective 
heating surface. Boiler 
sections connected by 
extra heavy cast iron 
push nipples. Boiler 
rated according to form- 
ula of American Society 
of Heating & Ventilating 
Engineers on eight (8) 
hour firing basis. 


RICHMOND RADIATOR COMPANY 





1480 Broadway 


2241 North Americ 


217 East Illinois 
CHICAGO, ILL. 


900 Keith Building 


CLEVELAND, OHIO 


Street 


| MAIN, OFFICE: 
, NEW YORK, N. Y 


Branch Offices: 
an Street, PHILADELPHIA, PA 


460 Park Square Building 
BOSTON, MASS 


316 Fulton Building 
PITTSBURGH, PA 
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BRASS FLANGES 


in many 





cl 


Bell Type 


Pi Styles and Sizes 





Bell Type 


ERE are three reasons why you 
should let us take care of your 
flange requirements: 





1. We make a wide variety of Canopy Type 
styles and sizes. Sure-grip 

2. Our flanges are stamped from a 
substantial gauge sheet brass with 
accurately punched holes, graceful lines, 
and a good polished nickel finish. a 

3. Large facilities and the fact that Spud Flange 
we carry a great many styles and sizes 
in stock enable us to make prompt ship- 
ments and give good service. 


Jobbers will be interested in 
In addition to our several hundred standard our new plumbing catalogue 
articles in the plumbing line, we are equipped - 

at any time to figure on special jobs to sample 

or blue print. 


“WATERBURY JMANUFACTURING GOMPANY 


Division of Chase Companies inc 


Boston WATERBURY Grease ‘ CONNECTICUT Chicago 
Pittsburgh Detroit 
Philadelphia New York Cleveland 


The Chase Companies of California 
San Francisco os Angeles 





wv va B SF Ws’ \L A’ Qypy 


Member Copper and Brass Research Association 
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LOOKING BACKWARD 


Seeing the Brighter 
Side of the 
MONTH of APRIL 


And still they come. The wet month 
of April (aqua purically speaking) saw 
more state conventions. The master 
plumbers of Oklahoma, North Dakota, 
Arkansas, Texas, Alabama and Georgia 


The four months’ old Virginia 
association harkened to the 
and held its first convention. 
Up in Canada the Ontario Society 
H. E. 
in New Orleans the Louisiana and 
sippi or P H 
ate their mardi gras and went into session 
The of S. H. E. 
coughed gathered around in 
Denver. 


convened. 
Spring urge 
of S 


and paused to get-together Down 


Missis- 
Dealers 


Association and 


Colorado Society and 
happily and 


Everybody, everywhere, is busy. 


« * * 
A news note has it: ‘Couch covers Rhode Island.” 
A blanket proposition, no doubt. 

* sd * 


Mr. Haas has opened a plumbing shop in Hays City 
And now Hays has Haas, has Hays not? 
+ 


* * 


T. M. Muleahy’s plumbing shop is running like clock- 


work in Waltham, Mass. 


* * * 


We wonder if there was anything back of the news that 
the Lewis Brothers had moved their store to the Ketchum 
Building, Detroit. 


- 4 * 
To eliminate the wildwood, the Westwood school site 
will have a comfort station. 
* + + 


And now Lesueur Center is going to have new sueurs 


.er...we mean, sewers. 

* * * 

Sh! The women of the Massachusetts Auxiliary held 
a card party in the Egyptian room. 

Tut—tut—it was just a friendly game. 

. * + 

A headline says: ‘‘Sanitary Engineers Entertain Their 
Wives.” 

Maybe they were all newlyweds, 

+ ~ * 

E. P. Gallup, of the Woodward-Wanger Co., covers a 
lot of territory. 

What's in a name? Everything. ..and sometimes noth- 
ing. We heard of a Mr. Soslow, who has been around 
the world sixteen times in six years, And there you are. 

* * * 

Literally speaking, the O'Connor Co., of Muskogee, 

Oklahoma, brought home the bacon when they were 


awarded plumbing and heating contracts on a new build- 
ing at Bacone University. 
* 


* 4 


The M. P.’s of 
new plumbing ordinance, 


Leavenworth, Kansas, have asked for a 
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Through the kyes 
of the 


CALENDAR MAN 


That ought to get a rise. 


* - * 

Kighty towns now have “The Story ot 
the Bath” in their schools 

. * * 

The New York Trade School ha just 
closed a big season, with capacity classes 
in plumbing and steamfitting 

At the same time we learn of the grad 
uation of the 1924 plumbing class’ in 
Philadelphia. 

Relief from an apprentice shortage is 
on the way We are not the only industry 
Which has been affected Trade troubles 
are cured slowly. Working out our par 

ticular problem may seem slow, but it is sure, and being 
sure means a complete cure, 
* + * 


The folks of Cocoa, Florida, used their bean when they 
planned a $200,000 water-works and sewer system. 
‘ 


* . 


Mr 
we 


Gallagher has remodeled his place of business, 


or 
sO hear. 


Absotively, Mr. Gallagher? Posolutely, Mr. Shean! 


* * + 

Wallingford, Conn., has adopted a plan for a swimming 
pool in Doolittle Park 

“Get-clean-quick Wallingford.” 

* * * 

A trade paper mentions that “Florence wants some 
thing big in swimming pools.” 

Have you tried the ocean, Florence? 

* * * 

A certain Englishman admitted that upon his return to 
England he missed the snow-white tub and hot and cold 
water, such as he found in America 

Now he'll have an excuse to come over here once a year, 

7 * * 

The first annual convention of American Association of 
Oil jurner Manufacturers warmed themselves in St 
Louis, Mo 

We have it on good authority that former Attorney- 
General Daugherty was not concerned, 

a * 7 

An educational display, showing the impossibility of a 
plumber carrying everything with him when going on a 
repair job, was conducted by Reading, Pa., Master 
Plumbers. 

Good work! It’s instructive propaganda of this sort 
that lessens the misunderstandings between plumber and 
public. 

+ * * 
Krom an Illinois paper comes the headline Champaign 


swimming pool,’’ 
The line forms at the right, gents. 
* r . 


[SEE YOU NEXT MONTH] 














Vice-President Frank A. Merrill 


teating and Piping 





President George M. 





Secretary Henry B. Gombers 


Getschow 


Yontractors to Meet 


Thirty-fifth annual convention slated for Atlantic City, 
May 26-29. Program includes plenty of work and play 


That 


Contractors’ Na 


Jack 


Piping 


LI. work and no play make a dull boy. 


is why the Heating and 


ociation, George M. Getschow, president of the 
the keynote address of the conven- 
has served the association for many 


of the as 


association, will give 


tional Association selected Atlantic City, the Play tion Mr. Getsehow 
City of America, for the thirty-fifth annual convention years and is now completing his second term as president. 
to be held May 26-29, inclusive, with headquarters at The subject for discussion at the first session is ‘‘Wages 
Chalfonte-Haddon Hall The delegates are going to work ind Labor Conditions.”’ 
hard, because the program is a highly constructive one On Tuesday evening everybody dances. At nine o’clock 
Therefore, it will be necessary to play hard, and there the members and guests of the convention will have a 
are plenty of opportunities for play at this Jersey town dance in the Vernon Room of Haddon Hall. While the 


by the sea—-bathing and various beach sports, golf, horse 


back riding, yachting, tennis, theatres, amusement piers, 


and the famous Boardwalk. 


Plans are rapidly nearing completion for the conven 


tion In the vital 
judiciously mixed with routine business and entertainment 


progr im 


The Board of Directors will begin work at ten o’clock 


Monday morning The nine members of the 
Directors always round out a year of service with a busy 
meeting before the convention opens 

Monday will be a busy day for the Committee on Stand 
The secretaries of the local associations will 


Monday 


ardization 
begin their conferences afternoon 
THEY'LL RIDE THE BUMPS 
ONDAY evening is Steeplechase Night. This is 
M reason enough for arriving at Atlantic City Monday 
It will be a happy crowd that goes over the bumps. Tues 
Board of Directors in 


Various committees will be 


day morning will see the session 


again doing a share toward 


making the convention a success, and the registration desk 


will be recording the attendance. Most important of all, 


there will be sessions of the various state groups as a 


subjects for discussion are 


Board of 


old timers use this occasion as an opportunity to renew 
oid acquaintances it is the ideal time for the newcomer 
their families informally. 


t 


o meet the members and 


WEDNESDAY TO BE BIG DAY 

EDNESDAY morning will be devoted to matters of 
W heating industry, and all 
well as members of the association are 
welcome. W. H. Driscoll, chairman of the Board of 
report on the work of the board during 
Henry B secretary, will tell 
the many things that the association has accom- 
William L. Fleisher, chairman of the Committee 
explain the work done by that 
committee for the advancement of the heating industry. 
There will be a talk on the use of oil for fuel, and an 
opportunity for members to relate their experiences and 


general interest to the 


the guests as 


Directors, will 


the past year. Gombers, 
ome of 


plished. 
on Standardization, will 


ask questions. This subject is being studied by several 
of the local associations, and some of the results of this 
study will undoubtedly be discussed at this time. 

The Wednesday will be devoted to 
the business of the association. Frank W. Howard, the 


treasurer, will report on finances, and the Auditing Com- 


afternoon session 


preliminary to the opening session. This is to give the mittee will give its verification of the accounts. The 

members from the various states a chance to become ac various convention committees will make their reports. 

quainted with their fellow members and discuss local The report of the Secretaries’ Conference will be given. 

conditions in a way which would be impracticable on “The Supply and Training of Journeyman Steamfitters’’ 
will be discussed. 


the floor of the convention. 

The first convention will be 
afternoon at two o'clock. After the singing of 
and the mayor's delivery of Atlantic City into the hands 


session of the Tuesday 


America 


The first half of the last session on Thursday morning 
will be devoted to unfinished and new business. This will 
be followed by an open session and election of officers 


: 
% 
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In the construction of our 
900 Series of Steam and Hot 
Water Heating Boilers will 
be found only tested and 
approved ideas conforming 
to the most modern en- 
gineering practice. 


This series was designed 
especially for installation in 
basements where head room 
is limited and a compact, 
yet efficient heating plant 
is required. 





The range of sizes is excep- 
tionally wide -——-there are 
capacities suitable for heat- 
ing homes to larger work 
requiring a battery of two 
or more boilers. 





Descriptive literature and 
price list on request 
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General Offices—BOSTON, MASS. 


~~ NEW YORK 93-95 Oliver Street PHILADELPHIA 
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setter Business Expected in the 
CENTRAL STATES 
Some Localittes, 


Than Peak 
Is Not Bad 


he plumbing and heating industries in the Central 
trade that is con 


tate “aT itil patie ntlvy for the 
fidently expected Manufacturers’ prices are generally 
firm, though there ij ome slight weakening in jobbers’ 
prices in certain localitic Lead goods have made two 
drops of 10 per cent each time within the last two weeks. 


The demand on the manufacturer and jobber is not what 
it hould be but heating contractors and particularly 


master plumbers are keeping busy in Chicago and other 


metropolitan centers and find it difficult, in some in 
stances, to get help 

Deliveries are generally satisfactory to everyone with 
fewer exceptions than the market has known for many 
nonths 

Stocks are generally heavy. There is little buying 
thead. Labor is still well emploved in factories, however, 


and manufacturers have generally enough business on 
their books to last them for a while yet. 

Building construction is not going ahead as was ex- 
pected and, as a consequence, the feeling of the market 
ranges from anxious to hopeful, with the trend upward 

There was an increase in the demand for building ma 
terials in Chicago last week The thing that held back 

' , 


building more than anything else in Chicago is said to be 
the scarcity of brick and it is intimated by several builders 


that there is more to the scarcity of that commodity than 
appears on the surface 

Iron and steel markets showed more stability last week 
and there was a more optimistic feeling among producers 
quoted as saying: “Busi 


and broker One teel man is 


ness is dragging bottom but an upturn is on the way 
within the next thirty to sixty days.” 

A a matter ot tact 
other than record-breaking standards of the last 


business is fairly good judged by 


anvthing 


Prospective Bank 


few months. Building records and records of the volume 
of plumbing and heating business cannot be broken every 
month and the psychology of the supply market at the 
present time, is not unlike that of the small boy who 
has been indulged in pie for every meal and is suddenly 
Rents are giving ground in 
some localities and our old friend High Cost of Living 


cut off from his usual diet 


is on the retreat. 
Soil Pipe 
Prices are unchanged and somewhat uncertain. The 
demand is quiet but steady. Stocks are ample and de- 
liveries are satisfactory There is quite a bit of ware- 
house demand in Chicago now which is usually a fore- 
runner of better business. 
Steel Pipe 
Prices have not changed. Jobbers’ prices are not as 
firm as those of the manufacturers. There was a slight 
upward tendency in the demand last week which has 
Deliveries are 


previously been described as ‘“‘quiet.’’ 


prompt and stocks are abundant 
Wrought Iron Pipe 

This commodity looked up a little this week and the 
demand improved enough to give jobbers and manufac- 
turers encouragement that better business would follow. 
Prices are unchanged but there is no feeling of uncertainty 
about them. Stocks are in good shape and there is no 
complaint about deliveries these days. 

Enameled Ware 

This commodity followed the decline which started 
about April 1 and which has been going downhill until 
this week when it seemed to start upward slightly. 
Prices are unchanged and firm as a general rule. Stocks 
are ample but not as heavy as they are in some other 
parts of the country. 

Pottery 

Although the prices of pottery may be said to be firm, 
if there are any prices, and the demand is still good, yet 
pottery has also shown the effect of the lull of the last 
three weeks. Stocks are usually frugal and some of them 
quite inadequate to the demand. 

Range Boilers 

Some of the other plumbing and heating commodities 

enjoy their best demand in the Central States but for 


Building for 1924 
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The object of this chart is to compare the amount of bank building PER CAPITA expected in the various states and groups 


of states in 1924. It should be kept in mind that the amount 


PER CAPITA and not the total volume is the basis of this chart 
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Plumbing Chain of Beauty | 
and Utility | 


Bead Chain has become the recognized plumbing chain when- 
ever distinction is desired. The glistening balls of solid nickel 
silver give a delightful finish to every better job, and it is today 
widely specified by architects for hotels, apartments, and pri- 





vate homes. The extra cost per fixture is negligible. ' 
Bead Chain is made in two sizes, both of Grade A) Nickel 
Silver throughout. [t cannot kink, is strong and serviceable, ; 
and is the most sanitary plumbing chain there is, while the 
patented “jump ring’ couplings at the ends hold tenaciously to 
overflow and stopper. ¢ 
No. 10 Chain, for Lavatories Vo. 13 Chain, for Wash Trays and 

— ; Bath Tubs. 
Balls—,* inch diameter. } 
ia x sd = ae Balls—-!; inch diameter. 

Pensile strength—70 to 75 Ibs. 

‘ - ula Tensile Strength—130 to 140 Ibs. 
Packing—-Lengths 7 to 27 inches, 7 : 

in cartons of 100 pieces. Packing--Lengths under I6inches, 

20 cartons to the case. in cartons of 100 pieces. 
. - - 97 ine 4 

Lengths 48, 60, and 72 Lengths 16 to 27 inches, 

aay - in cartons of 50 pieces. 

inches in cartons of 50 in cartons of 50 piece 

pieces. Lengths over 27 inches, § 

15 cartons to the case. in cartons of 25 pieces 

In bulk, on reels of 500-feet length. 15 cartons in standard wooden case. | 

a) 





Trade Mark Reg Pat. Off, 


Carried by Plumbing and Hardware Jobbers. 


Booth 70 at the Convention of Master Plumbers, 
West Baden Springs, Indiana, June 23rd to 26th. 


The Bead Chain Manufacturing Company 


Bridgeport, Connecticut 
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) PLUMBING SPECIALTIES 





from 
"a Dependable S Source of Supply’’ 





fs ““A Photograph of Our Plant”’ 


would not interest you like the mental picture obtained from such un- 
solicited expressions as quoted below 


When we advertise “A dependable source of supply”’ we mean 


Deovendable Stock 


aida ——_- ww " —————_— 

eee “In this connection will quote & remark tne writer heard 
C« our Receiving Clerk maxe a while back, "I would like to send y 
) them an order one time that they could not ship out complete \ 


} at once." This just to let you mow how we feel toward you 


\ 


in this respect. Such service as this is what we harp on the 
most throughout our own organization, and try to give.” °°*** 
5 Sea asec ; med ee a 


Dependable Shipments 


—— et eae " 


ee** "As previously peeled, we like your goods and —-> 





and have standardized on your line, which we have found to be 


entirely satisfactory.” **** a es | 








— 
ee — 





eee "The fact is that already your company has built up a 
very enviable reputation for wonterte} service and promptness 


generally in — their ee." _—e 
eitcalinaciad ~~ 





a os = —— i 


Ow The Richmond Foundry & Mfg. Co., Inc. . 
Richmond, Virginia 
| seieieecigiaciie, | 


| JOBBERS: MAY WE SEND YOU OUR CURRENT PRICES ON SPECIALTIES? 


soamnes —_——_ = 
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range boilers during the last few weeks, the Central States 


seéms to be the poorest. Prices are not very firm, stocks 
are ample and deliveries are prompt. 
Plumbers’ Brass Goods 
demand for plumbers’ 
like a 


was not 


A somewhat slightly increased 


brass have wave over the 
country last The 
was prophetic of better things. 


where the demand has been the best throughout the sea 


goods seems to gone 


week. increase much but it 


In the New England states 


son, the demand is not quite so good this week, however 


Stocks, in the meantime, are becoming larger and de 
liveries are prompt. 
Boilers and Radiators 
The boiler and radiator business seems to have been 


better in Chicago and certain parts of the Central States 


than in any other parts of the country while in some 


places in the Central West, the demand has 
Stocks are ample to heavy. 


been rather 
listless. Prices are firm in 
Chicago and adjoining territory, although there are weak 
West. about 


spots in the Central There is no complaint 


deliveries, 


Some Improvement in 
NEW YORK 


Is Confident that Better Business Will Bi 
Under Way Soon 


The Trad 


A very slight improvement in conditions on some lines, 
with unchanged conditions on others, marks the business 
York City during 


conditions in the district around New 


the past seven days. Tubular brass salesmen seemed to 
be the most optimistic, with reports of business picking up 

Greater New York is still in the throes of 
strike that has prevailed for the past 
ever, and it is the upstate territory that has shown the 


the buyers’ 
thirty days, how 


first symptoms of recovery. Continued warm weather is 
thawing out the coldness of the builders and prospective 
homeowners, and in the opinion of one who studies the 
market closely, May 15 will find the jobbers again doing 
with the 


June 1. 


a good business, manufacturers’ sales starting 
to improve about 

Nearly all 
stocks ordered during the Winter and early Spring months, 


This is particularly 


the bigger jobbers are heavily loaded with 


and these stocks are moving slowly. 


true of steel pipe and soil pipe, also to some extent in 


brass goods. 
Soil Pipe 
smaller eastern foundries 


Instances of some of the 


reported, but the big 


level. 


shading prices five points 
still holding at the old 


slow, as the jobbers have plenty of 


were 
concerns are Demand is 


pipe on hand, and 
even a price cut would produce little new business. 
Steel Pipe 
The jobbers are fighting for business on steel pipe, and 
some of the prices quoted have been under the old figures, 
still firm, however. Jobbers 


Manutacturers’ prices are 


have large stocks. Most pipe companies are now able to 


make immediate shipment. Demand is slow. 
Wrought 
little 


less than it 


Iron Pipe 
commodity, 
azo 


The change in this 


with 


has seen 
demand still 
Prices are unchanged. 
Enameled Ware 
Enameled ware salesmen are still taking a few orders, 
but not as many as the speculative building being done 
Jobbers’ stocks, with the excep 


week 


much was a month 


would seem to warrant. 


tion of a few items, are in good shape. Prices remain 


steadily firm. 
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Pottery 


awarded during the past 
trifle 


Several large contracts were 


week, which has helped the demand a Deliveries 
are improving. Prices are unchanged 

Range Boilers 
Jobbers’ stocks 


Prices are very firm. Demand is good. 


are improved Manufacturers’ stocks are low. 
Plumbers’ Brass Goods 

The demand is a little better than a week ago, partic 
Prices are unchanged. 


ularly on tubular goods. 


Plenty of Business in Sight in 
PHILADELPHIA 


Waster Plumbers and Tleating Contractors Say Business 
Is Fay 

The “Watchful waiting’? policy seems to be predom 

inating in the Philadelphia territory this week An im 

provement is noticed but business remains very spotty 


week 
is expected to go for 


A survey of the architects this again brings to 


light vast quantities of work that 


ward this year. Delivery conditions are improving steadily 


and materials of all kinds can now be had quite promptly 


The week has passed without any significant price 


changes Lead goods, however, have again declined in 
price Master plumbers and heating contractors say 
again this week that business is only fair. 


Soil Pipe 


A slight increase in demand for soil pipe this week 
was welcomed by the jobbers who have been carrying 
heavy stocks for some time One foundry makes the 
statement that they are about to advance and another 
offers pipe below the prevailing base. A few of the 
foundries have been able to accumulate some surplus 


few weeks. 
Steel Pipe 


Jobbers’ stocks are large and well 


tock during the last 


A satisfactory week 
Mill 
Representatives 


assorted. shipments are coming in quite promptly. 
that 


up their shipments as their stocks 


from two mills stated some of the 


jobbers were holding 
vere too heavy The price remains firm 
Wrought Tron 


held its own during the last week. 


Pipe 
Stocks 
hape and shipments are reported as coming 


Demand has 
are in good 
in satisfactorily from the mills. No change in price. 

EKnameled Ware 
The demand, which had fallen off for a while, seems to 
Jobbers’ stocks are 


have increased this week. heavy and 


well assorted Deliveries are improving gradually with 


the price remaining firm 
Pottery 
The pottery situation is improving steadily. Shipments 
seemed to have increased in quantity from the potteries 
Stocks are very light, however, a few of the jobbers state 
that they have been able to accumulate small surpluses. 
Prices remain unchanged 
Range Boilers 
Demand 


This holding its 


to have 


commodity is own. 
this 


Stocks are good and deliveries prompt 


seems 


increased week, but there is price cutting 


in some localities 
Plumbers’ Brass Goods 
this market. The demand is 


It is difficult to analyze 


stocks, but they are buying 
One 


manufacturer is advancing, and another is lowering prices 


fair and have good 


very sparingly, as there seems to be no price level. 


jobbers 


Boilers and Radiation 
that 


amount of 


about two per cent went 


Due to the advance of 
May 1, 


into effect there was a considerable 
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bu in¢ aor A W i ol Lor k ire ne i y on 
both boilers and radiation and prompt delivery is assured 
or factor hipmer 
r ,* h W . . 
~ = , 
Better Times on the ay in 
— , . - ~ 7 
4 
NEW ENGLAND 
Thi } { f 1 {Si} l \ [ iG! Hal 
P WA 
While thers ome improvemer over the last 
everal week the improvement i light Many large 
projects that were certain to be carried to completion 
before the Fall, have been held up temporarily A large 
amount of 1 idential building i being contracted for 


out it is claimed that ich work will be done at cost if 


not at an actual 10 


In many instance jobber tocks are over abundant. 
The natural 1 ilt is that whil manufacturer! have not 
reduced their price to the jobber, the latter has been 
forced to make reduction in price in ome instances 
Collections are aid to be very slow and unsatisfactory 
and busine in general is not what it should be The 
trade a whole taking the situation optimistically, 
however, as ther every reason to believe that better 


times are coming soon 


Soil Pipe 


No price change although rumors of advance are con 
tinually heard Jobbers’ stocks are filled, and although 
the demand holds up fairly well, there is no difficulty in 


obtaining immediat delivery of requirements Some 


price cutting among jobbers is reported 
Steel Pipe 
It is stated that stocks in hands of jobbers are heavier 
than at any time in several year Demand is fair with 
immediate deliveri« being made It is expected here 
that an announcement of an advance may be made in the 
near future but no one seems to worry At the same 
time some price cutting is being done by some jobbers 
for the purpose of moving stocks. 
Wrought Iron Pipe 
Stocks are large enough to take care of all demand 


which is slight 


Knameled Ware 


A fair demand with an overloaded stock in the hands 
of jobbers a well as manufacturers Price cutting on 
this material is common although comparatively little is 
being moved. No price change anticipated 

Plumbers’ Brass Goods 
Business in this commodity holds up well, and while 


prices vary according to quantity, it is said that the 


volume being moved is satisfactory Some manufacturers 
are announcing that an advance may be expected in the 
near future 
Pottery 
The slack business has given, the potteries an oppor 
tunity to catch up to some extent on back orders and 
much better deliveries are predicted There is no large 


surplus on hand and prices are firm for prompt delivery 


The demand, while not large is steady and absorbs prac 
tically all receipts 
Range Boilers 
Stocks are heavy with a fair demand No change in 


price announced or expected 


Boilers and Radiators 


Stocks are large for this season while demand is slight 


Many of the smaller sizes of boilers and radiators for 


being moved but little interest 


residential construction are 
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The demand has 


being 


slight 
offered for 


shown in the larger sizes 


resulted in special inducements prompt 


delivery and payment 
Price Changes Just Announced 
As of May 1, a reduction of approximately 5 per cent 
is announced by the lead companies on drawn lead traps 
and bends No change in round lead traps. 


Demand not Excessive on the 
PACIFIC COAST 


} ‘orr 


in Others 


on Not Causing Any Business Keeping 


Vot So Good 


business 
the 


kept 


noticeable in general 
While in 
activity 


Very little 
conditions 


change was 
the 


cities 


some of 
April 
up very well, in others it dropped off to some extent 
the 
there is a 


during past week. 


larger Coast building during 
stated 
falling off 


business 


during week, 
that 


volume of 


Various jobbers, interviewed 
evident 
the total 


jobber’s standpoint the 


that it was becoming 


of inquiries and of new 


From a situation is not causing 


any worry as most jobbers have been purchasing their 


requirements along conservative lines and have kept their 


LOCKS 


too large. 
Soil Pipe 


from becoming 


The demand is fair and prices are holding firm at 
present levels. Jobbers’ stocks are in fair shape and 
considerable tonnage is also enroute to Coast jobbers. 

Steel Pipe 
The demand for steel pipe is fair. Jobbers’ stocks are 


in good condition and prices seem to be holding firm at 


present levels. 


Enameled Ware 
Very little, if any, change is apparent in this line from 


the previous week. Stocks generally are in good shape 


and prices seem to be holding firm at present levels 


Pottery 
The pottery situation is about the same as in the past 
Jobbers’ stocks are small and factory shipments have not 


been received in any large volume Prices are firm. 


Plumbers’ Brass Goods 


The demand for this commodity is fair and jobbers’ 


tocks, in most 


Prices 
vary according to size of inquiry and quality of product 


instances, are in good condition. 
Range Boilers 
The 


stocks are in good shape to take care of 


demand for range boilers is good and jobbers’ 


present require 


ments 


Prices are firm. 


Metal Market 


May 6 of 192 
COPPER 
| n Lal le ered ] ah 14.96« 
| tro, f.o.b. refinery 13.2 14.614 
LEAD 
("} ig 7.65¢ 7 ‘ 
‘ r sheets, f.o.b. Chicago, bas price 20%, ¢ per lb 
THE OLD METAL MARKET 
Per lb Per Ih 
Aluminum clippings 16 ec Copper, light 9 
Block tin , 291% Copper, uncrucibled 
rass, light - 6 «¢ wire : 93%, 
Brass, heavy mixed . 6%e Faucets and valves 61, 
Brass, red » a. Lead, heavy ... . 5 
Copper, crucible .10 e Solder joints 5 lg 
Note The range of price is not given. The prices quoted 


represent the low point of spread on Tuesday of 
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Known Quality Means More Sales 


During the past sixty-six years, Mueller Faucets have established a 
known standard of excellence, which insures the customer of dependable 
service. This enables you to sell them easier, and every sale means a 
lifelong friend for you. 


MUELLER 


Lavatory Combination 


e “Ore 








O2 (O20 OF eO! e OF e% 






. No. E-2371 is furnished with concealed Mueller Rapidac Faucets and Pop-Up Waste. 
fe) All exposed metal parts are nickel-plated, which adds materially to the attractiveness 
_- of the lavatory, and makes an additional selling feature for you. 





The spout base is fitted with an adjusting base ring, which allows it to be set 
perfectly level regardless of uneven surfaces of lavatories—thus eliminating the need 
of shimming up, etc., while preventing soap and dirt accumulations. 










(ox 


Order through your jobber, or write us for detailed descriptions and prices. 


Mueller Co., Decatur, IIl., U. S. A. 


145-149 W. 30th St., New York; 1072-76 Howard St., San Francisco; 2468 Hunter St., Los Angeles 








© 20.920 
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You Are Looking For Water System Business 
Get it with the complete 


MYERS LINE 


We have yet to hear of a community where all of the water requirements can be successfully filled with 
but one or two styles and sizes of water systems. 


We have yet to hear of a distributor who is endeavoring to supply the trade in his neighborhood from a 
restricted line of water systems who is not badly handicapped in his sales efforts. 


We have yet to hear of another line of water systems so complete or so uniformly satisfactory as the 
MYERS, nor have we ever been notified by a Myers dealer of its being necessary for him to pass up a 
water system sale through his not being able to meet installation, depth and motive requirements up to a 
capacity of ten thousand gallons per hour with a MYERS WATER SYSTEM. 


MYERS WATER SYSTEMS — there is a style and size for 





i every service nationally advertised, economical, dependable, anne 
f na a | are ‘“‘Honor-Bilt’’ and bring to those who distribute them a : ti 
i : SS larger and more profitable field than a line which is composed of Dake Wau. 
| WATER SYSTEM but one or two styles with but limited installation possibilities. Beater Svsren 
| & 
| + 
| Catalog and prices gladly sent to live dealers, : atari ie 
hed id awe | plumbers and water system houses iAF#OPOUN PRESSURE 
AT AOLE ressune | 3 ih 


The F. E. Myers & Bro. Co. ““8ii5? 


Ashland Pump and Hay Tool Works 





Myers Electric Water System 
for Shallow Wells 


P< 
Ped | 
» ha 


(RESIDENCE 









Myers Direct Water System for 
Deep Wells 


Wells 


CY.incer 


« SELF-OnING 4 
RELIEF © WORKING (9 


i 
Via 









Self-Oiling Power and 


Pressure Tank 

















Myers Pump 





Myers Water System 
for Hand Operation 








Other 
Myers 
Products 





Pumps, 
Cylinders 
and 
Accessories 


(HAY TOOLS & 008 HANGERS] 
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REDUCED FARE FOR CONVENTION 


Trunk line railroads have granted the National Pipe 
and Supplies Association reduced fare to Cleveland, 
where its annual meeting will be held May 22-23, pro 
viding 250 use the plan. The Association urges that 
when members purchase railroad tickets for Cleveland 
to attend the convention they ask the ticket agent for 
a convention reduced-fare certificate The certificates 
are available only between May 15 and 24, inclusive, 
and are not available at all stations. Members are urged 
by the Association to consult their ticket agents in the 
matter. 


OPENED BRANCH IN MAINE 
Brown-Wales Co., 493 C street, Boston, Mass., has 
opened a new branch at Lewiston, Me. 
COMPLETES ADDITION TO PLANT 


A new fire-proof addition, two stories, 50x150 ft 
just been completed at the plant of the Fulton company, 
Knoxville, Tenn. 


., has 


NEW WAREHOUSE COMPLETED 
The Sullivan County Plumbing & Heating Supply Co., 
Inc., Liberty, N. Y., has just completed a new warehouse 
with a 100 ft. frontage. 


TO MOVE GIBBY FOUNDRY PLANT 


The Gibby Foundry Co., of Wakefield, Mass., succes 
sors to the Smith & Anthony Co., which disposed of its 
foundry some years ago, will move its plant to East 
Boston, Mass., early in June. 


TO BUILD NEW WAREHOUSE 
Morency-Van Buren Mfg. Co., Sturgis, Mich., has let 
the contract for the construction of a new warehouse, 
40x80 ft., in which the company plans to stock its raw 
material. 


ORGANIZE JOBBING CONCERN 


Samuel Blum and Ernest E. Basch, both formerly 
with the United Plumbing Supply Co., New York City, 
have organized a new jobbing house, with headquarters 
at 1353 Third avenue, New York City. The firm name 
is to be the Regent Plumbing Supply Company. 

MORE SIGN FOR EXHIBITS 

The number of manufacturers who will have exhibit 
booths at the annual convention of the National Asso 
ciation of Master Plumbers at West Baden, Ind., in June 
has been increased by six, according to Joseph W Can 
non, executive secretary of the association. The latest 
concerns to make reservations are Standard Sanitary 


Manufacturing Co., Pittsburgh, Pa.; Geneva Heater Co 
Geneva, Ill.; Thomas Maddock’s Sons Co., Trenton, N. J 

Ireland & Matthews Mfg. Co., Detroit, Mich.; Sturds 
Manufacturing Co., Stroudsburg, Pa., and Johnson-Mut 
phy Co., Detroit, Mich 


PURCHASES CHINO TANK MEG, CO. 
Beneke & Kropf Mfg. Co., of Chicago, has purchased 
the business and factory property of the Chino Tank 
Mtg. Co., of Norwood, Ohio, manufacturers of composi 


tion closet tanks 


BUYS MONARCH SPECIALTY CO. 


Harry Crane, formerly manager of the Central Spe 
cialty Co., of Los Angeles, Calif., ha purchased the 
business of the Monarch Specialty Co. in that city 


BUSINESS OF THOMAS SAVILL’S SONS EXPANDING 


Thomas Savill’s Sons, 1310-12-14 Wallace street, Phila 
delphia, have recently built extensions to their factory, 
adding a nickel plating plant. The company has also 
recently added John C. Parry, late of the Endicott Plumb 
ers’ Supply Co., to the sales force 


THATCHER COMPANY IS ORGANIZED 


Thatcher Company, with factory at Bangor, Pa., has 
been organized to manufacture fitting for slate and 
marble toilet stalls The company’s line will be made 
in all brass finishes as well as galvanized iron. S. W 


Thatcher is president of the new company, and Harry H 
Deshler is secretary and treasurer. 


BOSTON SUPPLY FIRM INCORPORATED 


The firm of Locke, Stevens & Co., 100 Warrenton 
street, Boston, Mass., has been incorporated under the 
laws of Massachusetts and is now Lecke, Stevens Corpora 
tion. The change became necessary because of increased 
volume of business. The stock of the new corporation 
is held by members and employes of the old firm. 


HAS NEWLY MODERNIZED OFFICE 


Nason Manufacturing Co., 71 Fulton street, New York 
City, has modernized its office with new furniture and 
equipment, bookkeeping and billing machines The com 
pany has recently added three new salesmen on Long 
Island, a new architect’s salesman in New York City, a 
new plumbing salesman in New York City and a new 
factory superintendent 


ASKING FOR EXPRESSIONS 
The Eastern Supply Association, by Secretary Frank 
S. Hanley, 261 Broadway, New York City, is sending 
out copies of the recommendations of the conferences 
for simplification of lavatory and sink brass traps, asking 
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LET US SEND YOU 
THIS CATALOG 


It not only displays the en- 
tire ‘‘DAYTON”’ line of 
electric and engine driven 
pumps and completewater 
supply systems, but it is a 
selling tool that will be of 
definite help in closing 
more profitable sales. 
With it your customer can 
be easily convinced that 











water supply satisfaction 
lies in the product—not in 
the price. The coupon will 
save writing a letter. 
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that members express their opinion on the action taken, 
endorsing this action if they approve it. This association 
is also asking members interested in the simplification 
of structural slate for plumbing and sanitary purposes 
to get in touch with the association offices 

TO MEET ON SIMPLIFICATION 

A meeting of tank manufacturers is to be held in 
Chicago, Tuesday, May 13, at 11 a. m., at the Drake 
hotel to review the tentative simplified practice recom 
mendations developed at the conferences held at the office 
of the Department of Commerce, Washington, D. C., 
March 11 and 12, pertaining to simplification of hot 
water storage tanks, cold water storage tanks, hydro 
pneumatic tanks and gasoline and oil storage tanks. This 
is the final meeting and it has been called to give western 
manufacturers an oportunity to vote before adopting 
standardization. 

NOW IN NEW QUARTERS 

C. H. Reeves has moved his plumbing specialty busi 
ness to larger quarters at 1705 Fifteenth street, Denver, 
Colo. 

Kaustine Co., Inc., has moved its general offices from 
745 Main street to 200 Van Rensselaer street, Buffalo, 
oe - 

H. E. Crum, Jr., western representative for the Acme 
Brass Works, Detroit, Mich., has moved his office to the 
Wrigley building, 400 North Michigan avenue, Chicago. 

The Caloroil 
fuel oil burning equipment, has moved its executive offices 
from 61 Broadway to 27 East 40th street, New York. 


S3urner Corporation, manufacturers of 


Peerless Unit Ventilating Company, Inc., manufacturers 
of heating and ventilating equipment, has moved from 
437 West Sixteenth street, New York City, to a new 
building at Spillman avenue and Hulst street, Long Island 
City; is. i, BM. ¥. ‘, 


EASTERN TRADE GOLF ASSOCIATION 


The Eastern Trade Golf Association will hold its first 
meet of the season on Tuesday, May 13th. The links 
of the Knickerbocker Club, Tenafly, N. J., are to be the 
scene of the tournament. 


The Silk City Plumbing Supply Company has _ been 
organized, with headquarters at 165 Ward street, Pater- 
son, N. J. The new concern opened its doors for busi- 
ness on May 5Bth. Its officers are: President, Joseph 
Watson; vice-president, William Phelan; 
Thomas Eadie, and treasurer, David Seaman; all for- 
merly connected with the McNab & Harlin Mfg. Co., New 


York City. 


secretary, 


BUYS ENTIRE MANUFACTURING EQUIPMENT 
Purchase of the entire brass manufacturing equip- 
ment of W. T. Garratt & Co., San Francisco, Calif., has 





ee 


The new plant of the Republic Brass & Manufacturing Co., at 
Los Angeles, Calif. 
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been announced by Republic Brass & Mfg. Co., of Los 
Angeles, Calif. The equipment has been moved to the 
latter city where it has been combined with the original 
plant of the purchasing organization and installed in the 
company’s new building at 2115 East Twenty-seventh 
street. George S. Haley, formerly connected for a num- 
ber of years with the Mueller Co., of Decatur, Ill., and 
the A. Y 
appointed superintendent of production. The officers of 


McDonald Co., of Dubuque, Iowa, has been 


the company are C. H. Hermann, president, Wm. B. 
Fitch, vice-president, I. A. Swenson, secretary and treas 
urer, 


CHANGE IN GENEVA HEATER COMPANY 


Seth E. Peck, Fred Smith and George W. Johnson, 
Geneva, [ll., have taken over the stock of Merton R 
Fish in the Geneva Heater Co., Geneva, Ill, and have 
also completed the deal for the purchase of the stock 
owned by Mr. Fish’s father-in-law, T. J. Stebbins, Daven 
port, lowa. The company has been reorganized with 
the following officers: President, Seth KE. Peck; vice 
president and manager, Harry J. Lyons; secretary and 
treasurer, Rena M. Peck; shop superintendent, Alfred 
Peterson 


KUGENE H. WINSLOW TAKEN BY DEATH 
Kugene H. Winslow, for 30 
years connected with the firm 
of Winslow & Co., 
turers of plumbing specialties 
at Portland, Me., and of re 


cent years and up to the time 


manufae 


of his death traffic manager 
of the company, died at a hos 
pital in Ma achusetts on 
April 26, after a six months’ 
illness. He was born in Port- 
land 50 years ago and as a boy 
became identified with Wins 
low & Co He was a former 
secretary of the Maine State 
Supply Salesmen’s Association 
Eugene HH. Winstow and one of its most active 

members He erved many 
years as superintendent of the Universalist Sunday school, 
Was for vears active on many important committees of the 
Portland Chamber of Commerce, and a member of several 
fraternal organizations He is survived by his wife, Mrs. 
Lula (Page) Winslow, one son and one daughter. The 
family home was at 112 Revere street, Portland Funeral 
services were held April 28 at the Wilde Memorial Chapel, 
Portland, Me 


MOVE INTO FINE NEW PLANT 


The Fleck Bros. Co. has Camden, N. J., 


office and warehouse to. it new and modern building 


moved its 


at Haddon avenue and Border Line in that city The 





Fleck Bros. Co.’s new business home in Camden, N. J. 
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 «EVERNU” 


The Everlasting 
Hard Rubber Closet Seat 


ust one of many models in which the Evernu 


e furnished 


Note the strong and durable method of attach 
ing ~ — No metal on top or ‘m xttom of 
seat o over Arms will withe tand test of 
ver, |, ‘000 pounds pull in any direction Both 
hinge and attachment method strong enough 
to stand a lifetime of service 


A Cross Section View 


section furnished free upon 
request Shows clearly the outer 
hard rubber covering which has been 
inseparately vulcanized on to the in 
ner core compound, making ale an 
amalgamation The hollow frame 
construction has never been broken 
under severe tests 


Cross 


Mention Domest! 


ICH in appearance, abso- 

lutely sanitary in design, 
practically unbreakable in con- 
struction, and absolutely no 
after expense or upkeep when 
once installed. 


It is the very last word in a 
satisfactory toilet seat, and un- 
like any other rubber compound 
seat on the market. 


Would you care to examine a 

sample of the material and 

our latest catalog? Sent free 
upon request. 


Also Manufacturers of 


‘‘The Never Split’’ 
Wooden Closet Seat 


: ler! 


SALES OFFICES: 
j8 E. gst St., New York Cu 
id Mt. Unt n, le r Os 


NEY 


4 McC rmick B 
ov nad , San 
04 Ma 1 Bl j 
P.O. Box 066, Sydney, Australia 

4{partado 32 Bis. Mexico City, 

CANADIAN DISTRIBUTORS 

Stanley Brock, Ltd. 
Market Sr. East 


Winnipeg 


Mextco 


Calgary 


Qi aa et SS 
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buildings were designed by members of the Philadelphia 
branch, and they represent all that is modern for the 
purpose for which they are intended Every facility is 
embodied that tends to efficiency and comfort, and the 


buildings are large enough to allow for future expansion 


The display rooms are subdivided into numerous pleas 


ing combinations of bathrooms and kitchens 


WALWORTH MFG. CO. BRANCH CHANGES 


Van Crews, manager of Chicago branch of Walworth 
Mfg. Co., of Boston, Mass., for more than five years, 
recently tendered his resignation, and F. B. DeLong, 
manager of the Seattle, Wash., branch, succeeds Mr. 
Crews, and B. D. Cruickshank, formerly assistant mana 
ger at Seattle, becomes manager there Mr. Crews after 
a rest will enter into business for himself but is not 
yet ready to announce his plans. He was presented with 


a handsome gold watch toward which every member 
of the Chicago branch contributed, as a token of the 
high esteem in which he is held F. B. DeLong comes 
to the Chicago branch with a highly successful Seattle 


record back of him. 


PHILADELPHIA HEATING AND VENTILATING GOLF 
ASSOCLATION 


More than forty members turned out for the first meet 
of the Heating & Ventilating Golf Association (Philadel 
phia) held at the Linwood Country Club April 16 Most 
of the members took advantage of the invitation of 
H. J. Kleinman and went down the night previous, stay 
ing at the Lu Lu Yacht Club in order to get an early 
start the next day. 

The field was divided into two classes, A and B, ac- 
cording to handicaps and the medal play event was 
called for the morning round. The best ball tourney 


took place in the afternoon. 
Wm. Ambrose had the best net score in the morning 
i, 19; 0 


103, 


Lord and George 
the 


74, and Frank 
led the field 


with a 38, net 
Kappell with a 
best ball 


The winners of the morning prizes were: 


or 
oo, 


68, in afternoon 


event. 


Class A 


Out In Gross Hdey Net 

1—W. J. Ambrose 38 41 79 5 74 

2—R. C. Bolsinger......... 45 45 90 15 75 

3—J. Walter Flanagan..... 49 17 6 18 78 

4 4. B. McGregor... . 50 43 93 15 78 

5—-C. J. Hunter ‘ 44 48 92 12 80 

6—H. B. Gant... / 46 55 101 20 81 
Class B— 

Out In Gross Hdep. Net 

I1—Geo. Eagan . a ete co ie 56 111 35 76 

2—R. W jarcus eee | 60 115 25 90 

Lee Nusbaum ... 56 70 126 35 91 

4—-W. G Robelen 65 63 128 35 93 

5—Frank Eckfeldt 62 67 129 35 94 

6—David Fleming alate 73 62 135 35 100 

Afternoon Round—Best Ball Foursome 
Gross Hdep Net 

Lord and Kappell 103 35 68 

Walsh and Bitzer 94 25 69 

Blankin and MecClosky 92 20 72 

Kauffman and Hempil! 95 20 7 

Kerr and Stewart 101 24 77 

All prizes were golf balls, one half dozen each. 

The features of the tournament were the initial game 
of E. T. Murphy and Thornton Lewis, Murphy’s net 
was 152 and Lewis 142 

Secretary R. C. Bolsinger announced that he is offer 
ing a prize to be known as the Secretary's Prize of two 


master drive clubs to the player who has the most eagles 
at the end of the The next to be held at 
the Cedarbrook Country Club, May 21. 


year meet is 
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Silentflush Valves 


| 
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Neat and Pleasing in . 


CATANCE 





No sales talk needed with this 
Keating installation 


Just show it to your customer 
and take his order. 














| 
| 
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MEMBERS 
THE HATIONA 
RADE EXVENSION E 
PLUMBING AND HEATING INDUSTRY 
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KEATING VALVE Co., INC. 


7t TAYLOR ST. SPRINGFIELD, MASS 






































Note water tubes 


Y hanging into fire ~.. 
Ail heat from coal 

L utilized aie: 

. X f , 
_— _ ~ 









"| Novsury 
This increased & 4 
fire-surface helps sell 
Novelty Boilers 


The Novelty water-tubes hanging down 
into the fire increase the heating sur- 
face three times over that found in the 
old-fashioned round boilers. Water is 
heated quickly and thoroughly with 
less coal consumed. 


This is one reason it is easy to sell 





Time is saved in erecting this boiler. 
Base and grates are assembled. Sec- 
tions are assembled in one unit up to 
and including the 6-section boiler. To 
erect, just place unit of sections on 
base, attach water-front and hook on 
smoke-box. 


We have had 77 years’ experience helping 
dealers sell heating equipment. We will 
help you. Ask us to send you new book- 
let on Novelty Square Side-Feed Boiler. 


18347 ABRAM COX STOVE CO. 1924 


PHILADELPHIA NEW YORK 
Dept. D-5—American & Dauphin Sts. Dept. D-5—113 East 34th St. 
CHICAGO 
Dept. D-5—736 West Monroe St. 


Makers of Novelty Hot-Water, Steam and Vapor Boilers, 
Warm -Air Pipe and Pipeless Furnaces, Coal and Combina- 
tion Ranges, Laundry Stoves and Hot-Water Supply 
Boilers and Fortune Gas Ranges and Gas Water Heaters. 
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Personal 


eNMention 


Howard Evans, of Warren Corning & Company, Chi- 
cago, was elected president of the Illinois branch of the 
Army of Santiago de Cuba, at the twenty-sixth annual 
banquet, which was recently held here in Chicago. 

D. H. Bowlzer, for a number of years sales manager 
for the Central Brass Mfg. Co., Cleveland, Ohio, has been 
appointed manager of the Central Specialty Co., Los 
Angeles, Calif. 

V. G. Thole, representative of John Douglas Co., Cin- 
cinnati, Ohio, announces a change of address to 4721 
Beacon street, Chicago. 

E. A. Keithley, manufacturers’ representative, of San 
Francisco, Calif., has left for a trip of several weeks’ 
duration to the Northwest. 

Cc. C. Langford, formerly southern representative of 
the J. A. Sexauer Mfg. Co., New York City, is now cover- 
ing Florida, Georgia and eastern Tennessee for the Sani- 
tary Supply Co., of Greensboro, N. C. 

John F. Gibson, Detroit representative for the Beaton 
& Cadwell Mfg. Co., New Britain, Conn., recently spent 
a few days in New York City, Syracuse, Buffalo and New 
Britain. 

Frank Manning, of the Manning Mfg. Co., manufac- 
turers of oil burners, San Francisco, Calif., is spending 
several weeks at his company’s plant in Portland, Ore- 
fon 

Howard E. Jones, of the National Trade Extension 
Bureau, was in Peoria, Ill., this week, where he assisted 
the master plumbers’ association of that city in launch- 
ing a collective advertising campaign Large space is 
being used in the Peoria newspapers to tell the public 
all about plumbing and its value 

Thomas F. Ashe, formerly with the McShane Bell 
Foundry Company, of Baltimore, Md., has become asso- 
ciated with the American Sanitary Manufacturing Com- 
pany, of Abingdon and Waukegan, Ill. Mr. Ashe, who 
is well known to the plumbing supply trade in the 
southern part of the United States, will call on the 
jobb¢rs in the entire South. His territory will extend 
from the Atlantic Coast to Texas 


Trade £iterature 


Fitzgibbons Boilers 
A new pamphlet just issued by the Fitzgibbons Boiler 
Company, Inc., of Oswego, N. Y., describes the company’s 
small steel boilers for low pressure steam and hot water 
heating. The small boiler, called the “Ontario,’’ is built 
on the same general design as the larger products of 
this company. 
Atlas Sink Support 
A novel circular distributed by the United States Sani- 
tary Manufacturing Company, Pittsburgh, is in the form 
of an insurance policy —‘‘Your insurance that the sinks 
you specify never will sag or pull loose if hung on the 
Atlas sink support.’ The circular explains that the 
Atlas support is hidden from view, as the wall bars are 
concealed by the back of the sink, and the supports 
lie flat beneath the sink and drainboard. A _ blue print 


and illustration accompany the description. 
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Drainage Fittings 
Essex Foundry, of Newark, N. J., has just issued cata 
log D-5, “Drainage Fittings,’ containing 54 pages, 6 by 


91% inches. Cast iron soil pipe and fittings, drainage, 
pressure and steam fittings, flanges and flanged fittings, 


branch tees, and other fittings are listed and illustrated 
Tables show exact dimensions of the fittings listed 
Combined Water Heater and Steam Generator 

The Dual combined water heater and steam generator 
is described in a pamphlet distributed by the Dual Water 
Heater Co., Detroit, Mich Front and side views are 
shown of several types for burning gas, fuel oil, coal 
or coke. Type “C’’ heater is especially adapted for 
use in apartment houses, and public institutions. Means 
for changing from water heating to steam generating are 
provided by the control valve. 

Dayton Pump & Mfg. Co.'s Catalog 

The Dayton Pump & Mfg. Co., of Dayton, Ohio, has 
just issued a forty-page catalog describing its pumps 
and water systems. Private water systems supply clean, 
fresh running water to suburban homes, and country 
districts. Shallow well and deep well pumps and sys 
tems are described in detail and illustrated, Diagrams 
and plans show method of installation. The company 
is also distributing a folder describing the galvanized 
water end of Dayton pumping equipment, which is gal 
vanized wherever water touches iron, 


TWENTY YEARS AGO 
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Extensive Alterations.——-The Southern Supply Co., of 
Baltimore, Md., which recently took over the jobbing 
part of J. Regester & Sons’ business, has made extensive 
alterations in its establishment. 

Public Comfort Stations Needed in Chicago.—D. L. 
Hanson, country sales manager for James B. Clow & 
Sons, Chicago, has spoken before several improvement 
societies in an effort to arouse sentiment in favor of more 
public comfort stations in Chicago. He cites the fact 
that while New York has many comfort stations, Chicago 
has none except those in outlying parks. 

To Have Large Offices.——Haines, Jones & Cadbury Co., 
Philadelphia, is transforming the larger portion of its 
entire second story to offices, extending from Ridge ave- 
nue to Twelfth street. 

Will Take Employes to St. Louis Exposition. Follow- 
ing the custom inaugurated at the time of the Chicago 
World’s Fair, and duplicated on the occasion of the 
Buffalo Exposition, the Kilbourne-Jacobs Mfg. Co., Colum- 
bus, Ohio, will send its employes to the St. Louis Exposi- 
tion on their annual outing. 

Opens Pittsburgh Office.—-The Abendroth & Root Man- 
ufacturing Co., of Newburgh, N. Y., has opened a branch 
office in Pittsburgh, Pa. 

To Build Chicago Warehouse.—-The International 
Heater Company, of Utica, N. Y., will build a warehouse 
in Chicago in order to save one handling of its product. 
The warehouse will be located on Twentieth street and 
the tracks of the Lake Shore and Michigan Southern 
Railway. 


Daly & Knightly Open Plumbing Establishment.— John 
J. Daly and Robert Knightly have opened a plumbing 
and gas fitting establishment at 
N. W., Washington, D. C. 


‘ 


25 Thirteenth street, 
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1 Honeywell ] 
_ Temperature Regulators | 
| | 

| 


No Closed Seasons For This 
Major Heating Essential 


There are no closed seasons for the | 
Honeywell automatic control of room 
temperatures. 


You can sell this major heating essential 
all the year around. 
Sell it on the basis ofeconomy. A Honey- 


well system pays for itself in a couple of 
seasons by reason of the fuel saved. 


Sell it on the basis, also, of greater com- 
fort and convenience. 


There are many superiorities in the 
Honeywell design, many desirable and 
exclusive features of control. 


Many heating men all over the country 
are adding substantial profits to their 
business by selling the Honeywell line. 


| 

| Familiarize yourself with Honeywell 

Temperature Regulators and learn why 
most of the larger and more important 

heating plant manufacturers are showing 
them a marked preference. 





The Honeywell Heating Specialties Co. 
Wabash, Indiana | 








The Honeywell 15-20 
day Chronom Clock 
Thermostat is the 
development of 15 
ye.rs of experience 
in speciclizcd effort. 
It is distinguished 
for its numcrous ex- 
clusive features of 
automatic control 


and its reliabiiity. 





HONEYWELL 


Temperature Regulators 
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% BE&K ¢ i 
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Seven O’clock 
Starting Time 








Can you start your pipe machine at the starting time with- 
out a lot of adjusting and getting ready? Can you keep it 
going until quitting time? To be a profitable machine, it 
must be a producer of threads. Continuous performance 
is what you want. 


B & K machines have the strength and bigness you will 
like in a pipe machine. 


May We Send You a Catalog? 


Bignall & Keeler Machine Works 


EDWARDSVILLE, ILLINOIS 


PEERLESS pana $. 


eBEK S.BEK° 
2 ay 
.@° +a 


KALAMAZS 2. SANITARY 
KALAMAZOO -W/ [PP RIFOUS:CailNAWARIE - MICHIGAN. 


Ask your supply house for 


Hydraulic Flush Valves 


—the perfection of a closet tank 





























ea 


Over 
100,000 


in daily service 


Write today 
for the 
New Booklet 
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As installed in hundreds of thousands 


- of heating systems in the past 15 years. 
Beers. me 


New Business ‘Uentures 


Chas. Hynds has opened a plumbing shop. at 112 











Wright street in the Hotel Francis building, LaSalle, Ill 
He was formerly with the Hynds-Curtin Heating & 
Plumbing Co., LaSalle. 











General Plumbing & Heating Co., of Los Angeles 




















Calif., has been incorporated with a stock of $25,000 








J. J. Wood, Payette, Ida., has purchased the hard 
ware and plumbing departments of the Lauer Mercan The Coil Boiler 
tile Co., and will conduct his business under the name 


of Valley Hardware Co. 





Ott Brothers have engaged in the plumbing and heat 
ing business at 442 Sansome street, San Francisco, Calif 

W. J. Rozell, Inec., has engaged in the plumbing and 
heating business at 12440 Mendota boulevard, Detroit 


Robert Stanton, of Salina, Kans., has opened a new 


onall these steam boilers | 


plumbing shop on South Fifth street, in Salina. Mr. Abco Coil Oil City 
Cte ree . ner > bing > Ames Floral City Pebco 
Stanton was formerly with the Home Plumbing Co., of ec I Hpac , oat 
Soling > gavar: 7eare Birchfield National Prox 
Salina, for several years. rh Snamans Richardson 
Levine & Umansky, Inc., of Brooklyn, N. Y., have Coatesville Novelty Simplex 


Years of experience have shown these manufacturers 
that a Damper Regulator lasts just as long as its dia 
phragm, and, because Sylphon Damper Regulators all 
contain the marvelous Sylphon Bellows as their dia 
phragm, they choose No. 22 as standard equipment for 
their boilers 


been incorporated with a capital of $25,000, to conduct 
a plumbing and heating business J. J. Levine, Joseph 
Umansky and Anna Levine are the incorporators. 

















L. H. & J. J. Jacobs Company, Boston, has been incor Drawn from a flat sheet of double-tested metal, with 
out seams or solder—-the Sylphon Bellows will actually 
last as long as the boiler, and year after year open and 
close the draft smoothly and positively 


CAN BE USED ON ANY MAKE OF BOILER 


porated to conduct a plumbing and gas fitting business 
with an authorized capital of $10,000. John J. Jacobs, 
Louis H. Jacobs and Luke J. Kelly are the incorporators 

Valentine J. O’Donnell Company, Worcester, Mass., was 
recently organized by Valentine J. O’Donnell, 31 Wachu 
setts street, to carry on a plumbing and heating busi 
ness. 

The Biloxi Plumbing & Heating Company, Jackson, 


Miss., has been incorporated with a capital of $10,000. Complate 






Bellows 


The incorporators are H. L. Schwan, J. C. Coquet and 
Cut Open 


A. H. D’Alembert. 




















Damper Regulators 


* Use 45-A for hot-water boilers and heaters It, toc 
ontains the marvelous Sylphon Bellows 

















° 4 
Business ( hanges 


Hyer & Gallespie, of Orlando, Fla., have moved their 








Either of these Damper 
Regulators is easily and 
quickly attached to any 
old or new steam or hot 
water boiler. They will 
save coal and give your 
clients even heating at all 
times 


plumbing and heating business from San Juan Hotel 
building to 48 Garland street in that city. The new 
location is a corner building having ample space for 
office and display room. 





We are the originators 
patentees and sole manu 
facturers of the Sylphon 
Bellows Do not accept 
imitations cr substitutes Vo. 45-4 Damper R 


Send for Bulletin KDR 


THE FULTON COMPANY 


KNOXVILLE, TENNESSEE 
New York Chicago Detroit Boston Philadelphia 
Representatives in all principal cities in U. S. 
EUROPEAN REPRESENTATIVES: 
Crosby Vaive & Engineering Co., Ltd., 
41-42 Foley Street, 
London, W.1, England 
CANADIAN REPRESENTATIVES: 
Darling Bros., Ltd., 
120 Prince Street, 
Montreal, Canada. 


J. J. Kates, master plumber of Orlando, Fla., has pur- 













chased the interest of his partner, Glen I. Holliday, and 











has changed the firm name to J. J. Kates Plumbing Co. 
The Sanitary Plumbing Company, of Vicksburg, Miss., 

recently moved to Washington and Veto streets John 

Breen and Justin Hanley are members of this firm 





Stanley Plumbing & Heating Co., of Malden, Mass., 
has been incorporated with a capital of $25,000. In 
corporators are Matthew F. Coakley and William T 
Taylor, of Malden, and John J. Barry, of Everett, Mass 
The company will continue at the same address in Maple 
wood square. 








The plumbing firm of H. J. Vail, of Randolph, Vt., 
will be incorporated with a capital of $28,000, and wiil 
be known as H. J. Vail & Co., Ine, 
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PRICES CUT 
ONARCH 
Water Systems 


DEALERS! 
$63.00 Net 


Buys an Electric Pump 


$74.90 Net 
Buys a Complete System 





Increased production and improved 
manufacturing methods make these 
prices possible. 


PRICES EFFECTIVE APRIL 15, 1924 





MONARCH prices are now as low as the lowest 
priced water systems on the market, yet we have 
not sacrificed MONARCH quality. With the supe- 
rior features found only in MONARCH Pumps, and 
quality considered, you are getting a better water 
system at less money than you pay for other makes. 


Write today for Latest Prices on our Complete Line. 


Fu NO aU s! 
ACA eree 
DAYTON, OHIO,ULS.A 
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Women’s cAuxiliaries 


Suggest to your husband: ‘‘Take Your 
Wife to the National Convention”’ 


This is an invitation to every secretary, president and auxiliary 
member. Every little while word comes along showing that there 

mxiliartes in places where no news is published, few knew 
m auxiliary existed in that place. This may be due to the 
meriliary being small but f lease remember we are just as anxious 


publish news about that auxiliary as about the larger one. 
en though there may be a husiness meeting, or social affair, 
only once in several months, the news is always welcome. That 
is why this invitation ts extended to all for news. Every one, 
whether an office-holder or not, should take it upon herself to 


see that news about her auxiliary appears in this column. 


Flection in Detroit 

The women of Detroit met not long ago to elect officers. 
A standing vote was taken to keep the same officers, so 
the following will serve another year: Mesdames Wm. 
Hughes, president;A. Snyder, vice-president; J. S. Irvine, 
treasurer; Al. Mesnard, recording secretary; Leo Davis, cor- 
responding secretary. 

Detroit has been quite busy socially and not long ago 
had a Pot-Luck lunch and card party, the proceeds of 
which went to swell their scholarship fund. In the 
evening they entertained the men at a card party. They 
are busy planning a big dinner dance in the near future. 

Auxiliary Birthday Party 

The auxiliary in Philadelphia is one year old and cele- 
brated with a banquet at McAllisters’, and invited the 
men. There were over two hundred present and there 
was a cabaret entertainment during and following the 
dinner. Mrs. Morrell, president, served as Mistress of 
Ceremonies and the auxiliary presented her with a large 
floral piece. John A, Quinn, president of the association, 
spoke on the aims, purposes and benefits to be derived 
from the combined work of the auxiliary with the asso- 
ciation. 

Much of the entertainment was “home talent’ and 
there was a humorous poem by Miss O’Brien and Miss 
Foley called “Stuff and Nonsense.’’ This hit the high 
spots about many of the prominent master plumbers. 
The balance of the evening was devoted to dancing. 

ATLANTA M. P. A. ACTIVITIES 

At the regular meeting of the Master Plumbers’ Asso- 
ciation of Atlanta, Ga., May 1, S. S. Sheppard was formally 
installed president. Retiring President Chas. J. Warner 
was presented with two silver candle sticks as a token 
of appreciation of the work he had done. J. E. Belcher 
made the presentation speech, 

Robert L. Troy, having resigned as secretary-manager 
of the Atlanta Association, the board of directors elected 
W. E. Whidden to succeed him. The association’s office 
will be at 514 Chamber of Commerce building. 


KANSAS CITY PLANS GOLF ASSOCIATION 

Plans are being worked out at Kansas City, Mo., for a 
Trade Goift Association, similar to such organizations 
in other sections of the country. Among those who are 
promoting the movement are J. C. McDonald, manager 
of the Kansas City branch of the United States Radiator 
Co., who is chairman of the committee; George E. Foley, 
of the Foley Plumbing & Heating Co., and Virgil S. Fergu- 
son, treasurer of the U. S. Water & Steam Supply Co. 
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One Installation Brought Twenty Sales! 
In one locality where a ‘‘Marvel’’ has been in use for 
five years, the owner says, ‘‘The only expense so far 
has been one new belt,”’ and the Deming dealer in the 
territory has received orders for twenty ‘‘Marvels,”’ 
He didn’t have to se// them. They sold themselves! 


Write for catalog of the complete line of Deming Pumps. 


THE DEMING CO. *°'iss""*? Salem, Ohio 


The nearest distributor will work with you for mutual profit. 


BALTIMORE m Southern Supply Co LOUISVILLE Laib Co 

CHICAGO MINNEAPOLIS Central Supply Co 
Henion & Hubbell, 217-221 N. Jefferson St RICHMOND . Sydnor Pump & Well Co 

DENVER Hendrie & Bolthoff Mfg. & Supply Co PHILADELPHIA 

DETROIT! Standart Bros. Hardware Corp W. F. Dallett Co., 4024-26 Filbert St 

AS . PITTSBURGH 
KANSAS CITY English Tool & Supply Co Hairis Purnp & Supply Co., 316 Second Ave 
EL PASO Momsen-Dunnesan Ryan Co. SAN FRANCISCO P Crane Co. 


AGENCIES IN ALL PRINCIPAL CITIES 
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THE DEMING ‘‘MARVEL"” 











‘American’? DOUBLE SINK FAUCET 
No. 40 WITH SOAP DISH 





Washers, packing, threads, fillings and measurements are all the standards 
adopted by the National Brass Manufacturers’ Association. 








Quality with 
Distinction 


Increase Your Sales 
with 
‘American’ 


Plumbing Fixtures 





Manufactured 
by 


AMERICAN SANITARY 
MANUFACTURING CO. 
(Waukegan Plant) 


WAUKEGAN, ILLINOIS 
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No Loose 
Parts 





_ILE USA 








CROWN No. 4 Box Stock 


In the Crown No. 4 Box Stock there are no 
loose parts to adjust or get lost or waste 
time. Always ready to slap on the pipe and 
start threading. Four pipe sizes(any combi- 
nation from $to1inch) without changing dies. 


Use CROWN Dies in Your Stocks 


Crown Die & Tool Company 
555 West Monroe Street CHICAGO, ILL. 
“Tedisaunhenten’ Makers of CROWN Labor Saving Pipe Tools 




















tion of two sizes of Dies 4%" to % 
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hatha — Service 
is used in this Richards Residence 


HIS beautiful Richards home in Cincinnati—one of 

many fine houses built by Mr. Warren E. Richards of 
that city—ts heated with 23 Dunham equipped radiators 
totaling 810 square feet of radiation. The architect 1s 
Wilbur M. Fir * 

For every type of residence—whether cottage, mansion 
or apartment Sistine Heating Service has won thou- 
sands of frends among builders, contractors and home 
owners 

C. A. Dunham: Company 


230 East Ohio Street Chicago, Illinois 
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STANDARDIZATION COMMITTEE OF H. & P. C. N. A. 


Work was the order of the day when the members 
of the Standardization Committee of the Heating and Pip 
ing Contractors’ National Association met in New York 
City on Monday and Tuesday, April 28 and 29, and they 
were entitled to write “accomplished”? when the two-day 
session was completed. 

First of all, they decided to make up estimating sheets 
for the different cities which will give association mem 
bers a quick method of figuring radiation for the par 
ticular city in which they may be working These sheets 
will be based upon the constants contained in the engi 
neering standards, and will be in chart form These 
should be of great value to users, as they will be able 
to tell at a glance the amount of radiation a given 
amount of space will require. 

In addition to this, they prepared several new sheets 
for the engineering standards record, which will be pub 
lished in time for the annual national convention, to be 
held in Atlantic City May 26 to 29. 

Besides discussion and working on boiler selections, 
this committee, all members of which were present, laid 
plans for the coming year. The committee consists of 
W. L. Ralph § 
Franklin, Boston; Harry M. Hart, Chicago; Robert C 
Morgan, Philadelphia: S. Austin Pope, Chicago, and R. A. 
Wolff, New York City 


Fleisher, New York City, chairman; 


FILE ARGUMENT ON SEPARATION OF CONTRACTS 


Further arguments before the Bureau of the Budget, 
Washington, D. C., in the attempt to separate plumbing, 
heating and electrical contracts from the general con- 
tract on all government work, have just been filed by 
the joint committee in charge of this work The argu- 
ments are in the form of a supplemental statement, which 
answers arguments made by the general contractors, who, 
of course, oppose the attempt of the National Association 
of Master Plumbers, the Heating and Piping Contractors’ 
National Association, and the Association of Electragists- 
International, to have the right to bid separately on the 
proposed work. 

The committee points out the fact that the govern- 
ment formerly used the subdivided type of contract, that 
the law provides for it, and urges the board to call a 
round table discussion between the general contractors 
and the other trades in order to bring the matter to a 
head. 

The brief is signed by Walter D. Nolan, Edwin W 
Cox, and Thomas P. McLoughlin for the master plumb 
ers, J. B. Walker, N. L. Danforth, and M. L. Crowell 
for the heating and piping contractors, and James R. 
Strong and Laurence W. Davis for the electricians. Henry 
B. Gombers, secretary of the Heating and Piping Con- 
tractors’ National Association, is secretary of the joint 
committee, and John F. McCarron is counsel. 

NEW QUARTERS AT BROOKLYN 

New quarters have been secured by the Brooklyn 
branch otf New York Master Plumbers’ Association at 
8 Nevins street, Brooklyn, N. Y. The association rec 
ords have been moved to the new address from the old 
headquarters at 21 Smith street, but the permanent meet- 
ing rooms will not be ready for some time. Charles H. 
Mentzinger is president, Thomas W. Edgerton, vice- 
president, and Charles W. Smith, secretary. 

Armbrust & McGurk have moved their plumbing and 
heating business to 4531 Baltimore avenue, Philadelphia, 
where they have an attractive salesroom,. 
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Capitol 
Combination, Sink Bibb 





No, 421-A_ (Patent Applied For) 


For beauty, refinement, ease of installation and 
all around satisfaction, you cannot choose or 
recommend a better Combination Sink Bibb 
than our No. 421. It is a CAPITOL quality 
fixture in every sense of the word. No. 421 
is furnished without soap dish. No. 421-A is 
fitted with china soap 
dish, and No. 421-B 
has both china soap 
dishand spray attach- 
ment. Made of high 
grade steam metal 
composition com- 
prising only the high- 
est grade virgin met- 
als. This basic quality 
gives long wear to 
seats and threads, 
and a lasting finish 
to the fixture. 





No. 421-B (Pat. Applied For) 








Send for New Catalog 


We have just issued a new catalog—No. 14— 
showing and describing the complete line of 
Capitol Products comprising Steam and Hot 
Water Heating Goods, Valves, Boiler Trim- 
mings and Plumbers’ Brass Goods. This 
hand book will be mailed to the trade upon 
receipt of request. Send for your copy. 











Capitol Brass Works 
Detroit Mich. 
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Flexible Tube—> 


Adjustment—> 


Steam 
Valve—> 


Thermostat 
Bulb y 





Wastes Money 


Overheated water wastes fuel, destroys valves 
and packings, and may even burst tank or pipes, 
causing serious injury to persons nearby. 






KL liminate 
this waste 
and hazard 
with a Pow- 
ers lank Reg- 
ulator. It 
holds the w a- 
ter at what- 
ever tempera- 





= 





Tank. This type 
of regulator is 
suitable for Hot 
Water Service in 
hotels, apart- 
ments, offices, 
schools, shop 
buildings, hos- 
pitals, factories, 
laundries, etc. 





Powers No. 11 Tank Regulator 


Specialists in Autornatic Heat 


2716 Greenview Ave., Chicago 
NEW YORK - BOSTON - TORONTO - LOS ANGELES 
And 3@ Other Offices—See your telephone directory (2120) 





ture you 
want. It is 


accurate, always on the job, and gives years of 
dependable service. 


Illustration below shows the application of a 
Powers No. 11 Tank Regulator on a Hot Water 


: 







REGULATOR 
TUBE 


VALVE 


Application of Tank Regulator 


Send for this Bulletin 
Bulletin No, 129 gives full information and prices. 
May we send you a copy? 





Control 








CAN EXPRESS THEIR VIEWS 

Master plumbers throughout the country are to have 
in opportunity to approve or reject the results of the 
tandardization conference as applied to brass traps. A\l- 
though the action of this. conference, which reduced the 
number of kinds of traps from 1114 to 72, has been 
endorsed by William N. Chesnut, of the standardization 
committee of the National Association of Master Plumb- 
ers, copies of the report are being sent to all locals so 
that these organizations can act upon the standardiza 
tion before it is put into effect. 

FORM CENTRAL FLORIDA ASSOCIATION 

Recently the master plumbers and heating contractors 
of central Florida formed an association to be known 
as the Central Florida Plumbing and Heating Associa- 
tion. J. S. Hyer (Orlando) was elected president, and 
Jacob Burkhard (Orlando), secretary-treasurer. Chas. 
Reicken (Orlando) was oppointed assistant secretary. 

A committee composed of Robert Lumpkin (DeLand), 
F. R. Fanning (Winter Park) and Chas. Stuckie (Or- 
lando) was appointed to draw up by-laws for the asso- 
ciation. 


MAHONING VALLEY ASSOCIATION 


The Mahoning Valley Master Plumbers’ Association, 
which meets weekly at Youngstown, Ohio, is co-operating 
with affiliated local organizations comprising the Ohio 
State Association of Master Plumbers in a program to 
standardize plumbing materials. At a recent meeting 
of the Mahoning Valley local, Carl Vinopal, member of 
the standardization committee, submitted a report, follow- 
ing considerable investigation, which it is hoped _ will 
be the basis for a state-wide move toward further stand- 
ardization. 


LECTURE DATES OF THE NATIONAL TRADE 
EXTENSION BUREAU 


99. 


V. L. Peavy:—-May 26-27-28, Huntington, W. Va.; 
30-31, Charleston, W. Va. 

B. Jos. O'Donnell: May 16-17, Portland, Ore.; 19-20, 
Pasadena, Calif.; 23-24, Reno, Nev.; 26-30, San Fran- 
cisco, Calif 

W. G. Archer:—May 16, Providence, R. I.; 19, New- 
burgh, N. Y.; 20, Poughkeepsie, N. Y.; 21, Stamford 
Conn 22, Harrisburgh, Pa.; 23, Lancaster, Pa.; 
Wilmington, Del.; 27-28, Montclair, N. J.; 29, Lebanon, 


26, 


PARTICIPATED IN JOINT LUNCHEON 

Members of the California Sanitation Development 
League of San Francisco, Calif., and the Downtown Asso- 
ciation met at a joint May Day luncheon at the St. 
Francis hotel, May 1, to honor the ‘Boy Officials” of 
San Francisco in connection with ‘“‘Boys’ Week.” Boy 
Mayor Jack Nichols and his cabinet were guests at the 
luncheon, and Harold Levy, boy member of the cabinet, 
acted as toastmaster. 

Jaime: H. Pinkerton, president of the Sanitat’on Devél- 
opment League, and Wm. Barry, assistant secretary of 
the league, were calied on for talks. Harry Russell, rep- 
resentative for General Boilers Co., was one of a com- 
mittee of three members which was responsible for the suc- 
cess of ‘Boys’ Week.”’ Mr. Russell and five other members 
of the California Sanitation Development League were 
judges of floats and displays in the Boys’ Parade which 
was a feature of the week, being held on Thursday after- 


noon, May 1. 











May 10, 1924 DOMESTIC ENGINEERING /\ 


EE 


Insulated Automatic Storage 
KOIL - LES GAS WATER HEATER 


NO COPPER COILS. The storage boiler itself is used to 
transfer the heat to the water, thus eliminating coils 
and the most frequent cause of trouble in heaters 


COMPLETELY AUTOMATIC. The temperature of the 
stored water is controlled by the simple and depend 
able thermostatic valve which burns only when neces 
sary to replenish hot water that has been drawn off. 


ECONOMICAL —pbecause storage tank is completely 
insulated with air-sealed cellular asbestos which retains 
the heat of the water on the same principle as a thermos 





bottle. 
The Super Con Gas 
DEPENDABLE. There are no delicate parts and no were pry | AD Nagy 
. E eee. te 
maintenance or attention is required. A sweeping pie reper =a option 
guarantee protects the plumber and the user for a full places, first in the burner and 
year against defective parts -including the storage also at the combustion cone 
boiler itself. which resultsin great heat from 


little gas. No screen is used. 
In addition the direct flame 
THRE BROUM-LES HEATER CO. sh mn Scat 


GENEVA, ILLINOIS, U.S. A. there is no troublesome con- 


jensation to contend with 
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Factory Distributors Wanted. Live wire representatives who are looking for 
something really good will do well to investigate 
our proposition at once. There is still some splendid territory available 


HAYDENVILLE 


Ground Key Work 


Is Correctly Designed 
uf ‘\ and Constructed 
Lod ) | bi We know of hundreds of instances where our 


f Ground Key Products are working perfectly 
after 








Forty Years Continuous Service 


Why use a Compression Stop and Waste when Ground 
Key is so much better and cheaper ? 


Your Jobber will gladly supply you with 


Haydenville Ground Key Products 


Always look for the trade name ‘“‘HAYDENVILLE” 
on Faucets, Valves and all Ground Key Products. 


THE HAYDENVILLE COMPANY 


HAYDENVILLE, MASS. 
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Three Thousand Miles of Nye Dies 


Go down in New England, go into a plumbing shop, and you will find Nye Dies. 
Go out on the Pacific Coast, go call on a steamfitter, and you will find Nye Dies. 


Go south or go north, go Republican or Democratic, go crazy or go fishing 
Nye Dies! 


Nye Dies 


. Are more than a pipe threading tool, they are a national institution, like Zieg- 
The Die Man feld’s ‘‘Follies,"’ Mr. Hughes’ whiskers, and Spearmint gum. 


Pipe Tool Maker to the 






A rican PI ber and ; " : 
“=e Seamiteer. If all the plumbers in the United States who use Nye Dies were placed end 
to end they would reach from Richmond, Ind., to February 27, 1964. 
Go anywhere you like and you will find — 
. i a ——— SERV 
they like Nye Dies~-because they cut Be CESS 
easier, cut smoother and last longer than ar / \ 






any other. 


Go thou and do likewise! 


HARRY G. NYE Four-way Fine Stock Equipped with 
Cutter Wheel % to 1” Dies. 
THE NYE TOOL & MACHINE WORKS 
108-128 No. Jefferson Street . CHICAGO, ILL. 








BADGER, 


Copper Range Boilernr 


And Brass Pipe Plumbing 


“Badger Copper Range Boilers and 
Brass Pipe Plumbing naturally go 
together. Your customer who is will- 
ing to pay for brass pipe will surely 
be willing to pay the slightly addi- 
tional cost for a copper boiler which 
absolutely eliminates rusty water.” 


E.B. BADGER & SONS CO. 
67-75 Pitts St. Boston, Mass. 


CANADIAN ‘REPRESENTATIVE 
FRAZER & CHALMERS, Canada Cement Bldg., Montreal, Canada 


Mention Domestic ENGINEERING When writing advertisers. 
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SPECIAL FARES TO THE NATIONAL CONVENTION 
IN WEST BADEN 


All important passenger associations have now granted 
one and one-half fare round trip tickets to the annual 
convention of the National Association of Master Plumb 
ers, to be held in West Baden, Ind., the identification 
certificate plan being used. Under this plan, certificates 
are sent to national headquarters of the association, and 
will be distributed to state and local headquarters from 
the national office. 

The round trip fare under this arrangement from im 
portant points to West Baden will be as follows 


New York - $ 48.56 Newark, N. J $ 48.09 
Philadelphia 43.70 Wilmington Del 

Baltimore Md 38.51 Washington, D. C 
Pittsburgh, Pa 24.83 Cincinnati, O 

Chicago 15.02 St. Louis, Mo 

Kansas City, Mo 27.81 Detroit, Mich 

Buffalo, N. Y 31.32 Albany, N. ¥ 

Utica, N. Y 42.24 Syracuse, N. Y ; 
Rochester, N. Y 35.04 Boston, Mass & 20) 
St. Paul, Minn 38.19 Denver, Colo H1.95 
New Orleans, La ; 45.33 Seattle Wash 132.65 


Portland, Ore 51 San Francisco 123.21 





Los Angeles, Calif 


In some cases in the West, excursion fares will be 
even lower than the one and a half fare, and master 
plumbers are advised to consult with the railway authori 
ties in their cities to find out if this holds true from 
their particular point. In most cases, except in the Far 
West, the certificates will be good until July 2. Where 
long distances are to be traveled, the expiration date is 
July 4th. 


PENNSYLVANIA GOING IN STYLE 

Pennsylvania master plumbers are going to the con 
vention of the National Association of Master Plumbers 
in West Baden, Ind., in June, on a special train deluxe 
and are making plans to show the rest of the country 
what their organization can ‘do. A _ special train will 
leave Philadelphia at 11:58 a. m. Sunday, June 22, 
stopping at Harrisburg, Altoona, Johnstown and Pitts- 
burgh to pick up masters, and is due to arrive in West 
Baden about noon Monday. On the return trip, the 
special will leave West Baden at 2:05 p. m. Friday. 

Arrangements have been made to include transporta- 
tion and sleeping car accommodation, all meals enroute, 
transfers when necessary, and hotel accommodations on 
the American plan, so that the master plumber who 
plans to go can figure his total expense and pay it in 
a lump sum. Reservations have been made for 175 
persons. George M. Hicks, 651 North Eighth street, 
Philadelphia, is in charge of the tour. 

TWO NEW ASSOCIATIONS 

Two new master plumbers’ associations have applied 
to national headquarters for charters. The first is at 
Phoenix, Ariz., where 17 master plumbers have agreed 
to form an organization, and the second is at Inglewood, 
Calif., where the new body has 13 members enrolled. 

GIVEN FAREWELL PARTY 

William Barry, assistant secretary of the San Francisco 
chapter of the California Sanitation Development League, 
vas tendered a farewell party by the department man- 
agers of the Oakland, Calif., Tribune recently. Mr. 
Barry was connected with the job printing department 
of the Tribune for ten years and the party was given 
as evidence of the high esteem in which he is held. He 
was presented with a brief case and a gold watch. 
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After Which 
Somebody Gets Raked Over the Coals 


F YOU are trying to rake heat with the 
wrong heat rake, somebody ought to 
rake you over the coals 
\ boiler is a heat rake. 
But some boilers are like wide toothed wooden 
rakes that catch the big things and let the 
little ones slip through. 
Other boilers—the Burnham for instance —are 
like the close toothed iron rakes, that catch 
both the little and big things. 
There are little heats and big heats; but all 
big heats are made up of a lot-of little heats. 
That’s why the Burnham Boiler saves so much 
coal—it rakes up so much heat out of so littl 


Furthermore, we can prove it. 


Want the proofs? , 


IRVINGTON, NEW YORK 


Representatives in Principal Cities 


Toronto Montreal 
Harbor Commission Bldg. 124 Stanley Street 
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seman 
DELCO- 
LIGHT 


Shallow 








No chains, no belts, 
no exposed work- 
ing parts. 


Only one place to 
oil once in six 
months. 


Strongly and simply 
built, gives continu- 
ous uninterrupted 
service. 


Capacity 160 gal- 
lons per hour. 


Used in wells down 
to 22 ft. in depth. 


In recommending and 
selling Delco-Light 
Pumps you know that 
they will give perfectly 
satisfactory service and 
that you are building up 
a quality reputation for 
your business. 





Write for booklet DE6GA 


DELCO-LIGHT COMPANY 
Subsidiary of 
General Motors Corporation 
DAYTON, OHIO 


There are several sizes of deep 
well, shallow well and cistern 
Delco-Light Pumps to meet the 
exact requirements of your trade 











Here It Is! 


A 
SINGLE PIPE 
VAPOR 
SYSTEM 


Simple to Install 
—Any steam fitter can put 
in this system. 


LOW IN COST 
Does the Work 


—We have the successful 
installations to prove it. 


Descriptive matter sent on request 


GORTON & LIDGERWOOD CO. 
96 Liberty Street, New York 
FISHER BLDG., CHICAGO, ILL. 
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SANITATION DEVELOPMENT LEAGUE 


On Thursday evening, April 24, the Sanitation Devel 
opment League of Southern California, held its monthly 
banquet and meeting at Los Angeles A. B. Pierce, 
vice-president and general manager of the N. O. Nelson 
Mfg. Co., of St. Louis, Mo., was present and told about 
business conditions in the East. The number of guests 
present was the largest since the organization of the 
Other talks were given by J. C. Greenberg, edu 
cational director of the league; F. J. Turck, manager 
Southern Plumbing Supply Co., G. E. Richardson, of 
Pasadena; E. W. Crowell and L. Mellinkoff of Los 
Angeles, and E. L. Keithley, Los Angeles representative 
for E. A. Keithley, manufacturers’ agent, of San Fran- 
cisco, Calif. 


league 


PLANS TO BE MOST SANITARY CITY 

At a recent meeting of the Jacksonville, Fla., master 
and journeyman plumbers, constructive plans were laid 
by which the city of Jacksonville will be the most sani- 
tary in the country, if the program is carried out suc 
cessfully. 

It is proposed by the united efforts of masters and 
journeymen to have every public place and in some 
instances, residences, examined by the Board of Health 
from the standpoint of sanitary plumbing, much in the 
manner that restaurants and hotels are examined. By 
doing this the health of the people of Jacksonville will 
be protected and it is estimated the master plumbers 
will have sufficient repair work to last them for five 


Obituary 


William D. Klafter 

William D. Klafter, who owned and operated a plumb 
ing shop at 650 Wilson avenue, Youngstown, Ohio, died 
suddenly April 29th. According to members of his family 
he had been in ill health for some time. 
known member of the Youngstown Master Plumbers’ 
Association and was in his 51st year at the time of his 
death. 


years. 


He was a well 


J. L. Pendleton 

J. L. Pendleton, father of M. Pendleton, of the Plomb 
Tool Co., Los Angeles, Calif., died recently at his home 
in that city in his 58th year. Mr. Pendleton was affili- 
ated with the Plomb Tool Co., until shortly before his 
death, having taken over the organization in 1917. Pre- 
vious to his entry in the manufacturing field Mr. Pen- 
dleton represented a number of manufacturing concerns 
covering the territory west of the Mississippi. 

Jas. A. Ryan 

Jas. A. Ryan, of Nashville, Tenn., for more than fifty 
years in the plumbing business in that city, died April 
28 in a local hospital in his 78th year, following injuries 
received the previous Saturday, when he was run down 
by an automobile. First, a member of the firm of Ryan 
& Shea, which later was changed to Ryan & Son, the 
veteran plumber installed the first heating plants in 
Vanderbilt University the State Capitol, City Hall, and 
numerous other buildings in Nashville. Mr. Ryan also 
had charge of installing the heating plants at Old Hickory 
Powder plant. The accident to Mr. Ryan took place about 
the time one of his grandsons, Robert Ryan, was voted 
Nashville’s most typical boy and was designated ‘‘Young 
Nashville’ for Boys’ week. The senior Mr. Ryan was 
born in 1846 in County Tipperary, Ireland, and came to 


America in 1860. 
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This &°T hat, Here & There | 


W. Fred Scott, of the A. C. Plumbing Co., Arkansas 
City, Kans., recently addressed the Rotary Club of that 
city and told of the work of the master plumber. His 
talk was featured by the Arkansas City newspapers. 

C. J. Brown and C. E. Jones, of the C. J. Brown 
Plumbing & Heating Co., Kansas City, Mo., have pur 
chased property at Sixteenth and Harrison streets in that 
city, and will erect a building for their business 

W. G. Hall, veteran of the Canadian army in the world 
war and now known throughout the Southwest as ‘Wol- 
verine”’ Hall, having traveled ten years for the Wolverine 
Brass Works, has been elected secretary and treasurer 
of the Anderson Plumbing Co., Inc., of Montgomery, Ala. 

The Anderson Plumbing Co., Inc., Montgomery, Ala., 
now has 38 men employed on the plumbing contracts 
of the Maternity hospital, the Hanson hall of the Woman’s 
College, and several residence jobs. 

Geo. F. Heubeck, plumbing and heating contractor, 
2016 St. Paul street, Baltimore, Md., has just returned 
from a trip to the Holy Land and the Mediterranean 
countries. 

Wm. R. Taylor, master plumber and heating contractor, 
Jacksonville, Fla., is the manager of the Merrill-Stevens 
baseball team of the City League of Jacksonville. Due 
to the successful management of the team it now occu- 
pies second place in the league standing. Mr. Taylor 
feels confident that the championship trophy will be on 
display in his window when the season is finished. 

The Hughes Heating Co., Memphis, Tenn., has bought 
the building at 672 Madison avenue, that city, and will 
occupy it in the future. 

The American Plumbing & Heating Co., Fall River, 
Mass., long located at 911 South Main street, has removed 
to new and larger quarters at 204-250 Osborne street 
in that city. The company now has one of the most 
up-to-date plants in New England. James H. Gildard is 
president and treasurer and Louis E. Fournier is the 
manager. The sheet metal department will remain on 
the second floor of the quarters at 911 South Main street. 

Lee Brothers, plumbing contractors, Sanford, Fla., 
have erected a modern office and warehouse building at 
Fourth and Elm streets in Sanford. The new building, 
which is 90x117 ft., is situated on an Atlantic Coast 
Line siding. A large space will be devoted to show- 
room, 

At Hartford, Conn., May 3, the new plumbing show- 
room of J. L. & M. A. Fierberg at 1337 Main street 
was opened to the public. The new showroom is devoted 
exclusively to the display of plumbing fixtures for the 
home. 


WEST VIRGINIA CONVENTION 

The convention of the Master Plumbers’ Association 
of West Virginia will be held at Charleston June 2. 
Headquarters will be at the Kanawha hotel assembly 
room. There will be a banquet in the evening. There 
will be addresses on banking, advertising, business meth- 
ods, and water purification. Visitors have been invited 
to the Fletcher Enamel Works and will be shown the 
new Y. M. C. A. swimming pool. The state association 
is new and it is hoped there will be a large attendance 
at the Charleston meeting. 


B. W. Curran has opened a plumbing and heating shop 
at 2517 Parrish street, Philadelphia. 
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Fig. A-185 Barrett 
Wastop Compression 
Stop and Waste Cock, 
made right 
for iron pipe. Also 
furnished with stuff- 


and left 


y (Fig. A- 


The Barrett 
WASTOP 


Here’s a valve that does 
double duty. You can use 
it either as a stop cock or 
as a stop and waste, as the 


occasion or _ installatio 
requires. The bonnet an 


n 


d 


stuffing box makes re- 
packing easy should it be 


necessary. 


Although it sells at 
moderate price, you'll fin 


a 
d 


it is even better than ab- 
solutely necessary. Per- 


fectly proportioned an 


d 


made of the best red metal. 
Every one tested at 200 
pounds before shipping. 


Your jobber carries them 





When you buy from your 
local jobber you are more 
apt to get quantity prices 
because your purchases 
are in several lines, rather 
than in one. 
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Cleveland : 
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A REAL BUY 











Standard Basin Cock 


Be the up-to-date plumber. Handle the 
New GOPHER LINE of Basin Cocks and 
the Fount-An-Spray Sink Fixtures. 


Union Brass & Metal Mfg. Co. 


Established 


St. Paul s<3 


1892 


Minnesota 




















Miami, Snow White 





Steel Bath Room Cabinets 








A Safe, 





A Ley }//\ Sanitary 
4 “A J i) 
He ‘ } } Ornamental 
‘eg , 
i ma |) | Repository 
_ (a. for Drugs and 


& PN Toilet- Articles 
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MIAMI CABINETS ar€ finished in Crystal- 
Snow — it is not a baked-on enamel but a 
Miami Process that makes a permanent 
marble-like finish, non-tarnishing and ab- 
solutely proof against acids and alkali. 


Our beautiful illustrated catalog, giving com- 
plete details regarding models, sizes, finish 
and construction will be mailed upon request. 


The Miami Cabinet Company 
Middletown, Ohio 
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MASTER PLUMBERS TO PARTICIPATE 


The Mahoning Valley Master Plumbers’ Association 
Youngstown, Ohio, is planning to take part in an indus 
trial parade and exhibit, which is to be staged during 


the summer by the Youngstown Builders’ Exchange. 


NEW CODE FOR NEW ORLEANS 


A new building code for New Orleans will be compiled 


at once by the city engineer. A committee of repre 
entatives of the oil branches of the building busines 
in the city will aid the engineer, as well as. other 


branches of the building industry. 


SPRINGFIELD, MO., MASTERS ELECT 
The Springfield Master Plumbers’ Association at Spring 
field, Mo., 
ing officers: 
McCarty; 


held a meeting recently and elected the follow 
President, G. A. Wood; vice-president, J. B 
treasurer, J. J. Lawler; secretary, C. D. Dunlap 


MEMPHIS HEATING & PIPING CONTRACTORS 


The following officers and committees have been elected 
and installed by the Heating and Piping Contractors’ 
Memphis (Tenn.) Association: President, W. J. Hughes; 
Frank Donlon; secretary, Harry Smith; 
Fischer; executive committee: W. H 
and J. W. Hull; arbitration board 
and J. D. Young; finance 
Lyle and J. D. Young; 
Fischer, Frank Donlon 
committee: W. H 


vice-president, 
treasurer, John 
Allen, N. W. Lunda 
Harry Smith, Frank Donlon 
committee: C. C. Harstick, J. H. 
trades relation committee: John 
and N. W. Lunda; 


Allen and N. W. Lunda. 


standardization 





One answer is “a witty 


HAT is an epigram? 
or snappy line.’””’ And because things snappy are 
longest remembered, seven 


snappy epigrams are 


offered in this place each week. With these epigrams 
you can make people who pass your store connect you 
with the snappy sayings. It is just one more way in 


which to advertise you and your business. 

Give the epigrams to your people. All you need is a 
blackboard. On it every morning epigram, 
and write it large enough to be seen and without 
eyestrain. Next week you will get seven other epigrams 


write an 
read 


A fast train is a train without 


a dining car. 


+ . * 
To mend your ways, take a 
stitch in time. 
* * . 


It's easy for a man to promise 


to be good when he’s too sick to 
be bad. 
- ” . 
Only a great man can live up 
to the creases in his trousers. 
* * * 
To get your own, first know 
what you want. 
. * 7 
How fine it is that most troub 
les never happen. 
* * * 
Men who borrow take things 


easier than men who lend. 
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Bath a Day Movement 





The number of towns where the schools | 
are hat ‘ing the pupils read “The Story of | 
? uth” as supplementary reading now 
jumps to eighty-one The three towns | 
which h caused the jump from seventy-cight | 
i week to eighty-one this week are ! 
MH ‘ilmette, Winnetka and Rose Point, all 
in Illinois, and in that section fronting 


| 
Lake Michigan, north of Chicago. These towns belong to what | 
is known as the Evanston Association of Master Plumbers, and | 

the good member, HW'm. C. Kurz, of Wilmette, did the work 


Complete List of Bath a Day Advertising Material with | 
Prices, on Page S85 | 


YORD comes that E. D. Brewer, of the Ruud Manu- 
W facturing Co., who is also secretary-treasurer of 
the Southern Gas Association, is featuring the } 

Bath a Day movement whenever and wherever possible. 
And that means about all the time and in all places. His 
latest featuring wasina full page in the Augusta (Georgia) 
“Chronicle.” | 

Under the heading, “Bath a Day Habit Develops Rap- 
idly,” Mr. Brewer quotes some of the bathing points from 
“The Story of the Bath,’’ and then follows these points 
with some sound facts on hot water. 

This is good educational work. During this month of 
May, when the slogan is ‘‘Hot Water for Every Need,” 
all hot water heater men might well tie that slogan with 
another slogan, ‘“‘A Bath a Day Keeps You Fit Every 
And the first 
leads to the second, for June is Bath a Day month. 

It looks today as if June will be the month of a great 
campaign. Many associations and individual plumbers | : 
are ordering Bath a Day helps to help them push the 


Way.” The two slogans go well together. 


idea in June. As has been said, it costs very little in 
money to conduct a Bath a Day campaign. The most 
that is needed is some thought and then some work. 
Clubs, schools, churches, business houses will help in a 
Bath a Day campaign, for it is like a clean-up drive or a good 
health week. But the plumbers should lead. They should 
lead because it is their business to lead, and because they 





should get the credit for leading Such credit is worth 
something to every plumber. 








Carl Ernst, of the plumbing and heating firm of H. Ernst & | 


Sons, in San Francisco, Calif. 
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RIVAL OF THE CLOUDS 


TRADE MAR* 


Nature’s Water Softener 


Copyright 1920—The Refinite Company 





Natures Water Soften 
(ame _ 


$19 


Refinite mineral is a natural clay 
processed into small grains and lasts 
almost indefinitely. Eight years of 
perfect success. 
| DOES NOT PRODUCE RUST 
DOES NOT WASH AWAY. 
DOFS NOT REQUIRE LARGER 
| WATER LINE. 
| | CAPACITY NEARLY THREE 
| TIMES GREATER THAN OTHE 
Il | ||| |] MAKES. 
|| ALWAYS GIVES SATISFACTION. 
‘ » Progressive plumbers can command all 
sta “tt, water softening business in their local- 
en it ity with REFINITE. Do not waste 
a time and risk your reputation on new 
Overall Ht.-74 in. 
Diameter 17 in. 
Weight 700 Ibs. 


REFINITE COMPANY | 


Refinite Building OMAHA, NEBR. 


| 

| 

| 

| 

| 
| | 
| } 








Write for agency now 


Blake Garage Drains 
: 
: 


EXTRA HEAVY 


Suitable for Garages, Bath 
Houses, Stables and Dairies. 
Made with or without vents or 
cleanouts. Re-inforced extra 
heavy strainers. Bell under 
strainer diverts water onto shelf 
underneath, and then into bucket, 
where mud and sand is deposited. 
When full, the receptacle can 
lifted out and emptied. Either 
the small or large drain can be fur- 
nished without inside trimmings. 





H-1125—13x18 complete 

H-1135—20x30 complete Blake Standard Cleanouts 
with Iron Pipe 
Taper Brass Plugs or Flange 
Covers. 

Made in 2, 3, 4, 5, and 6 inch. 
, Standard Cleanouts of the high- 
est quality. Brass Plugs are 
heavy and made with five full 
threads. Good high square head. 


H-1572—size 2” with 1% 
H-1573—size 3” with 24% 
y 


H-1574 
size taper plug 
size taper plug 
size taper plug 
size taper plug 


P. 
P, 
H-1574—size 4” with 3 P. 
P. 
P. size taper plug 
P. 
P, 
P. 
P. 
P 


H-1576—size 5” with 344 
H-1578—size 6” with 4 
H-1582—size 2” with 14% 
H-1583—size 3” with 24% 
H-1584—size 4” with 3 
H-1586—size 5” with 344 
H-1588—size 6” with 4 


H-1584 Your jobber can supply you with 
BLAKE PRODUCTS 


BLAKE SPECIALTY CO. R2¢% S188 


ILLINOIS 
Me MS MUS Ue LLL? CELL Le Ll LL LN 


size Flange Cover 
size Flange Cover 
size Flange Cover 
size Flange Cover 
. size Flange Cover 


"i. 
1. 
i? 
a 
tq? 
"i. 
vi. 
1. 
; i. 
LF 





ALi 





78 DOMESTIC 


HERBERT 


GARBAGE BURNING WATER HEATER 


The MOST PRACTICAL, EFFICIENT 
WATER HEATING 
GARBAGE BURNER MADE 








HERBERT BOILER COMPANY 
ROOT AND LA SALLE STS. CHICAGO, ILL 








PIPE FITTINGS 


A N D Trade Mark 








Trade 


IRON BODY GATE VALVES 


ark 


Screwed 
Non 
Flanged ies 
iia ising 


Hub Stem 


Ends and 
| 0.S. & Y. 
Si _ Patterns 
1z68 
2 to 8 


Inclusive 





Manufactured by 


ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 
GENERAL OFFICES 1801 DIVERSEY PARKWAY 
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uUsInNesSs t il } 


tracts -Awarded 
} 


1 1 big chain, and every concern in that bust- 
1 link which goes to make the chain. That ts why every 

in business is a part of that particular industry. And st makes 
lifference how small or big you are, you are part of that 
hain. That is why you should not consider yourself of little 
portance to the industry because you don’t happen to be a big 
firm. Big and small are all links. That is why big and small 
uld see that the contracts they receive are shown in this col 
smn, so write us—if only a line—and tell us about the contract 
u have received. We want to tell our readers about your con 
tract and, of course, that is telling them about you and you 


business at the same time. 


R. E. Edwards, 1824 Sandy boulevard, Portland, Ore., 
has been awarded the plumbing contract on 35 bunga- 
lows in the Rose City subdivision for J. L. Hartman Co. 

Swann Bros., 219 Ninth street, Huntington, W. Va., 
secured the plumbing contract on the Advertisers build- 
ing, the Baptist Temple and Lincoln junior high school. 

J. E. H. Dorsett, 111 South Florida avenue, Lakeland, 
Fla., has been awarded the following contracts: Plumb- 
ing on the Lakeland Gas Company’s new building; the 
Auto-Tel building; Lakeland Star Telegraph building; 
Steaurt apartments, Warren apartments and on thirty 
residences; also the plumbing and heating contracts on 
Lakeland junior high school and Bennett apartments. 

Charles Wachsmuth, 935 South Charles street, Balti- 
more, Md., has been awarded the plumbing and heating 
contracts on 11 houses; and the plumbing remodeling 
work of 2¢ houses. 

Frederick W. Snook Co., 596 Clay street, and Jas. A. 
Nelson, 517 Sixth street, San Francisco, Calif., have been 
awarded the $80,000 plumbing and $110,000 heating 
contracts, respectively, on the Pacific Gas & Electric Co 
building 

Thomas J. Nolan, Inc., 212 Madison street, Passaic, 
N. J., has contracted to install the plumbing and heating 
in the new Elks Club. 

R. R. Wheatley, Amarillo, Tex., and Colorado Plumb- 
ing & Heating Co., Colorado, Tex., have been awarded 
the pluinbing and heating contracts, respectively, on the 
high school at Big Springs, Tex. 

Garvey Bros., 4017 Frederick avenue, Baltimore, Md., 
have just received the following contracts: Plumbing 
on the Baltimore & Ohio piers; plumbing and heating of 
the Hartford road police station as well as 197 houses. 

jerger & Greather, 481 Pequonock street, Bridgeport, 
Conn., will install the plumbing in a six-family apart- 
ment house for the Consolidated Coal Co. 


William M. Keller, 391 Elmwood avenue, Providence, 
R. I, was the successful bidder on the plumbing in the 
new service building at the Exeter school for the state 
of Rhode Island, his bid being $11,390. 

M. M. Sornsin, 68 Second avenue, North, and Joseph 
Keller, 507 Second avenue, North, Fargo, N. Dak., were 
recently awarded the plumbing and heating contracts, 
respectively, on school at Mapleton, N. Dak. 


The Raleigh Iron Works, Raleigh, N. C., «has con- 
tracted to install the heating in two new sch@6ol build- 


ings at Bethel, N. C 

Hyman Feldman, 521 Asquith street, Baltimore, Md., 
has been awarded the following contracts: Plumbing on 
6 stores and an apartment; and the plumbing and heat- 
ing on 6 apartments. 


+ oa raeeccgge 
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The Reeves Electric & Plumbing Co., Selma, Ala., has 
given the 
large apartment house. 

The P. B. Mulvey Plumbing Co., 119 Main 
Woonsocket, R. I., has been awarded the plumbing con 
tract on the building of the United Electric Railways Co 

A. Dussell & Son, 2411 West Thirteenth street, Colum 
bus, Nebr., will install the plumbing and heating in the 
addition to Highland Park school. 

The F. J. Spriggs Plumbing Co., 43 
street, St. Paul, Minn., has 
plumbing in the Ford plant. 


been plumbing and heating contracts on a 


street, 


West Fourth 
contracted to install the 

George F. Reeke, 127 Washington street, Green Bay, 
Wis., and Kiseel Bros., Hartford, Wis., have been awarded 
plumbing and heating contracts, respectively, on Y. M 


C. A. building at Green Bay. 

T. S. Halligan, Jamestown, N. Dak., will install the 
plumbing and heating in the E. A. Reule store build 
ing. 


H. A. Hildebrandt, 21614 East Superior street, Duluth, 
Minn., has contracted to install the plumbing in the Henry 
Rathke store building. 

McAllester & Imbach, 1101 
timore, Md., have been awarded the plumbing and 
ing contracts on eight houses. 

A. H. Higham, 663 Eighth Lake 
Utah, has been awarded heating contract on the North 
Yard storage and pumping station by the Oregon Short 
Line R. R. Co. amounting to $9,000. 

Tucker & Rice, 165 Commercial 
Mass., will install the plumbing in the new 
bathhouse. 

John McClusky, 27 School street, Mass., has 
contracted to install the plumbing in the new Tileston 
school. 


Pennsylvania avenue, Bal 
heat 
City, 


avenue, Salt 


Worcester, 
Lake Park 


street, 


Boston, 


Jud & Ormond, 704 St. 
Tex., were recently given 
Fortman residence. 

Martin O. Nelson, Batavia, Ill., and Warne & Anderson, 
Elburn, Ill., have been awarded the $11,825 plumbing, 
and $11,359 heating contracts, respectively, on the Com 
munity Hospital, South Third street, Geneva, III. 

North 
recently 


Antonio, 
the plumbing contract on the 


Mary’s street, San 


Gross Bros., 321 Washington Lansing, 
Mich., given the plumbing and 


contracts on the new block for Charles Claflin 


avenue, 


were heating 


ae, Cae 


% 





H. Aarol, of the Best Plumbing Co. in Onkland, Calif, 
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for maximum service 
<-not merely the average - 





4 





Saves Time and Prevents Waste 


The valve opens at once with a quarter pull 
of lever, and stays open without further atten- 
tion. A moderate pull of the lever closes the 
valve. 


The Jenkins Composition Disc, with which 
this valve is fitted, makes a tight contact with 
the seat, ehminating leakage when the valve 
is closed. The disc is renewable and is made 
of different compositions for steam, hot water, 
cold water, and air. Specify service when 
ordering. At supply houses everywhere. 


JENKINS BROS. 


New York, N. Y 
Boston, Mass 
Philadelphia, Pa 
Chicago, Ill 


80 White Street 

24 Atlantic Avenue 

133 North Seventh Street 
646 Washington Boulevard 


Always marked with the" Diamond" 


















SINCE 1864 


Re TheS&K onginal Rainbow~ 


The Very Latest Rainbow 
Fixture 
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¢ D-477 New Model .. 
i The advantages of this new “Rainbow Fixture” > 
KJ are in the upper controlling valves, which are specially Zo 
@ designed, to match position of the lower Basin », 
C Cocks, which admits of the user getting in very close r 
% to shampoo the head. > 
"q They will fit under a shelf or medicine cabinet and > 
« especially appeal to apartment dwellers and owners %, 
4 of private residences. This fixture also looks well on d, 
C Pedestal Lavatories. The lower Basin Cocks are quick > 
Ya compression. > 
i For Sale by all Jobbers y, 
@ ry 
% STREET & KENT MFG. CO. > 
% 1954-64 Clybourn Ave., CHICAGO, ILL. > 
% Manufacturers in Chicago since 1888 > 
0 SAO OOOO OT WTO STO yi 
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For Quiet Operation 


Repulsion Start 





Induction 


IMustrating the ', H. Motor 


Single-Phase Motors 


propor 


are unsurpassed The liberal use and correct 


tioning of the materials eliminate the electric ‘‘hum” 


The brushes touch the commutator only during the 


period of starting, thereby eliminating the noise caused 


by brush squeaks, etc.; besides this feature insures a 


long life to both brushes and commutator 
They Keep-A-Running 


One-Eighth to 40 Horse Power 


Century Electric Company 


General Offices—1827 Pine St. 
St. Louis, Mo., U.S. A. 


SALES OFFICES AND STOCKS IN PRINCIPAL CITIES 























= 


In addition to soil pipe and 
fittings we are also prepared 
to supply a complete line 
of sanitary cast iron plumb- 
ing specialties upon which 
we will be pleased to quote 
prices. 


Increased facilities for pro- 
duction and genuine appre- 
ciation of business placed 
with us assures our custom- 
ers of satisfactory service. 


HAMMOND -Byrp IRON ComPpANY 
Jt 1711-1718 AMERICAN TRUST BLDG. 





BIRMINGHAM.ALABAMA 


CHICAGO OFFICE NEW YORK OFFICE 
1055 Peoples Gas Building 342 Madison Avenue 


ad 
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(. J. Littkhe & Son, 236 North Phelps street, Youngs- 
town, O., has received the plumbing contract on a 12- 
tory office building for the Realty Guarantee & Trust 
Co 


and Landers 
have awarded the 
respectively, on the 


11 Sycamore street, 
been 


Decatur Plumbing Co., 
Plumbing Co., Decatur, Ga., 
plumbing and heating contracts, 
Fourth National Bank building. 
Francis street, St. 
plumbing in 


The We Plumbing Co., 406 


Joseph, Mo., has 


Stern 
contracted to install the 


Spring Garden district. 


he new school in the 

Jim Sullivan, Bessemer, Ala., has just received the 
plumbing and heating contracts on the new Catholic 
Church building. 

J. A. Wall, 230 Banyan street, West Palm Beach, 
Fla vill install the plumbing in a large apartment 
building 


Plumbing Co., 511 Cotton 
Plumbing Co., Macon, Ga., 
heating contract and 


the Bibb 


Heating & 
Heating & 


the $2,799.00 


The American 
enue, and O’Pry 
ive been awarded 


,,843.00 plumbing contract, respectively, on 
County court house. 

Henry J 
vas recently 


iblic chool, 


Mass., 
new 


Boston, 
contract on the 


Lyons, 161 Summer street, 


given the plumbing 


Dorchester district. 


West & Gutzeit, 425 Main street, San Antonio, Tex., 
have contracted to install the plumbing in a garage build- 
ing for Pruitt & Lamm. 

Paul Groeshel Heating Co., Farmers Saving Bank 
building, Marshall, Mo., will install the plumbing and 
heating in the new Methodist dormitory at Columbia, 
Mo 

J. Myers & Sons, Delfray, Fla., have been awarded the 


municipal building. 
Wilson, N. C., 
contract 


plumbing contract on the 
Ww. M 


heating in the 


will install the 
amounted 


Wiggins & Co., 
court house and jail; 


to $13,800. 


Jaffe Bros., 98 Scranton street, New Haven, Conn., 
have been awarded the following contracts: Nine resi- 
dences, one being in Whitneyville, Conn.; a one-family 
house in Westville; six two-family houses and one six- 
family house. 


SUCCESSFUL SCHOOL AT YOUNGSTOWN 


Charles F. Kist, a former master plumber, is in charge 
of an apprentice school conducted in Youngstown, Ohio, 
for training of young men in the plumbing trades. Classes 


are conducted each Wednesday afternoon in the South 
high school, and the project has received the support 
and co-operation of the Mahoning Valley Master Plumb- 


ers’ Association This school has been conducted for the 
past two vears. 


PLUMBERS TO CO-OPERATE 


Association of Master Plumbers is 
building organizations in the 
tate to form the Ohio Construction Council, whose object 
shall be to co-ordinate those activities now promoted 
by existing organizations in the construction industry and 
to promote activities which by common agreement 
are for the best interests of the industry and the public 


State 
o-operating with other 


The Ohio 


those 


John T 


took 


master plumber of Savannah, recently 
two sons. The business will 
under the name of John T. 


Collins, 
partnership his 
future be 


into 


in the conducted 


Collins & Sons 
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Public Health 


Rural sewer projec fs are ne f th d ze] pi ” f th 

ern times. In the neighborhood of every la city, outside th 
suburbs, there are groups of homes that really constitute small 
willages. So that each property owner will not have to b 


single sewer, the sanitary needs of these rural groups are n 
looked after by the township authorities 

Philadelphia is to expend $3,000,000 this season in 
sewer extensions and improvements to sewage disposal 
plants. 

Long Branch, Ontario, Canada, will install a sewer sys- 
tem at an estimated cost of $262,000. 

A sewerage system, costing about $400,000, will be 
shortly constructed in Oakbridges, Ontario, Canada. 


Bonds are to be issued for an extension of the 
system of Brandon, Manitoba, 


sewerage 
Canada. 


The U. S. Government will expend $63,000 at Camp 
Perry, Ohio, this Summer on sewer improvements, bath- 
houses and a filtration plant. 

The joint sewage and drainage board of Greater Van- | 
couver, B. C., has decided upon the construction of a sew- 


which will cost about 
that 
100 ft 


age interceptor in that city, 
000. Plans drawn by the engineer 
would be in the form of a tunnel almost 
surface at one point. 

N. A. Elbert, Charlotte, N. C 
tract by Mooresville, N. C., 
plant at a cost of $18,000. 

Durham, N. C., 
sanitary sewer. 


$1,000,- 
the 
below 


show plant 


the 
, has been awarded a con- 
to construct a sewage disposal 
19,000 ft. 


will soon construct of 8-inch 


Capital Heights, Ala., plans the of sewers 
on eleven streets at a cost of $60,000. 
Carl D. Kendalville, Ind., 


the contract for the new sewer in the 


construction 


Traxler, has been awarded 


rolling mill district 


of Fort Wayne, Ind. The consideration is $36,000.25. 

The city engineer of Greenville, S. C., will at once ask 
for bids on the work of laying an eight-inch sewer line 
approximately 1,500 ft., at a cost of about $4,000. 

The contract is soon to be let by Niles Center, Ill., for a 
trunk line sewer to cost about $500,000, 

Athens, Wis., is planning the construction of about 


16,500 ft. of sewer. 
states that 


sewer 


The city engineer of Duluth, Minn., 


000 is needed to provide 


$2,000,- 
an adequate system. 
A complete water-works and sewer system will probably 


be built in Tigerton, Wis., this Summer. 
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The exhibit of the Bridgeport Brass Co., at the recent In- 


dustrial Exposition in Bridgeport, Conn. 
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Fic. 113, PATENTED 


A Really Good Grease Trap 


is the only kind worth while installing 
A makeshift piece of apparatus will never 
give satisfaction to the user and will re- 
sult in repeated calls for service from 
you, for which you can't charge a cent. 
When you install Dehn’s Acme Double 
Trapped Water Cooled GreaseTraps you 
insure your profits and make a satisfied 
customer. 


De ¢ Literature 


n Request 


Compound iia and Specialty Co. 
419-421D N. Ave. Chicago, IIl., U. S.A. 


Originators,” Designers and Sole Manufacturers of 


EHNSANIGAR 


JTHE QUALITY GOODS 


Laramie 
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THE SPOUT 
and STRAINER 
of GOEIZ Fig.327 Concealed 
BATH FIXTURES 


and 
OVER-RIM TUB FILLERS 


are now made of 


GEIZOID 


A Pure White, Lustrous Metal. 
“GEIZOID remains bright because 
it is pure white all thru-—-takes the 
place of nickel plated brass. 


NO INCREASE IN PRICE 


That’s Why They Are So Popular 


| GOdETZ Brass Co 
| 630 No. Franklin St. Chicago 


Philadelphia Kansas City 
Seattle New York 


Jacksonville 
















Los Angeles 
Minneapolis 
Indianapolis 





| 
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It Really Mixes the Water 


The conventional mixing valve directs the 
hot and cold water upward toward the 
outlet and the variation in pressure often 
allows either very cold or very hot water 
to reach the bather. 


The MILW AUKEE 
Mixing Valve 


In the Milwaukee Mixing Valve the two 
streams flow toward each other at the 
side of the valve breaking them up and 
really mixing them, and insuring an even, 
safe shower temperature. 

Other features of the Milwaukee Mix- 


ing Valve are explained in a bul- 
letin which will be mailed on request 


Milwaukee Flush Valve Co. 


Milwaukee Wisconsin 

















Just around the corner— 


from your shop, there are many potential 
customers for Penberthy Automatic Cellar 
Drainers, who could be easily sold on their need 
for one if you explain to them just what the 
Penberthy is and does 


Surplus water in basements, boiler, elevator and 
scale pits isanexpensive nuisance that can beeasily 
eliminated to your and your customer's profit. 


Your dealer can supply you. 


Penberthy Injector Company 
Established 1866 
1244 Holden Avenue Detroit, Michigan 


Canadian Plant, Windsor, Ont 
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Sioux Center, Iowa, is preparing for the construction of 

ewer system this Summer 

Hebron, Nebr., is about to let contract for sewer con 
truction in its fifth district 

A sewer system is to be constructed in Vernonia, Ore., 
the coming summer, at a cost of about $40,000. 

Santa Rosa, Calif., has voted bonds to build a $160,000 
‘wage disposal plant 

Placenta, Calif., has voted to construct a sewer system 
to join the outfall sewer of the district direct to the 
ocean This is the first sewer system ever constructed 
in Southern California by a town of this size. 

Work is soon to begin on the laying of 3,500 ft. of 
10-inch and 2,000 ft. of S-inch sewer in Walnut Cove, 
SP & 

Chaffee, Mo., is soon to vote on sewer and water 
extension bonds to the amount of $49,000 

About four miles of 8-inch to 12-inch sanitary sewers 
and two miles of 15-inch to 36-inch sewers are to be laid 
this summer by Bainbridge, Ga. 

Plans are being prepared for an intercepting storm 
and sanitary sewer on the South Bay Shore drive, Miami, 
Fla 

A new sewage disposal plant is to be constructed and 
new pumping equipment is to be installed this summer 
at New Holstein, Wis. 

An extension to cost about $260,000 is to be made to 
the sewage disposal plant of Royal Oak, Mich. 

Lateral sewers to cost about $75,000 are to be con- 
structed this Spring in Ann Arbor, Mich. 

The question of establishing sanitary sewers is being 
agitated in Tarentum, Pa. 

Collinsville, Dll, will construct sanitary sewers at a 
cost of about $190,000. 


URGES EDUCATION OF PUBLIC 

In a recent talk before the Youngstown (Ohio) Build- 
ers’ Exchange, C. C. Choffin, manager of the Scholl 
Plumbing Co., Youngstown, deplored the tendency to 
make the plumber the subject of jest in newspapers, 
cartoons, public discussions and the like. Mr. Choffin 
contended that a campaign of education should be under- 
taken to place the plumbing industry in its proper light 
before the public, and to counteract the misinformation 
whirh is frequently disseminated with regard to him. 


INSPECTION WORK IN WISCONSIN 

Interesting data of the work of the Bureau of Plumb- 
ing and Domestic Sanitary Engineering of the State of 
Wisconsin are set forth in the quarterly report for 1924, 
including January, February and March, of Frank R. 
King, state plumbing and domestic sanitary engineer. 

During this first quarter of the year the three field 
men made 613 inspections of plumbing and drainage 
installations. In 24 of these places the sanitary prob- 
lems encountered were the result of lack of public sewer- 
ige and water-works systems. 

The field men visited 203 plumbing shops and assisted 
approximately 132 plumbers and others with plumbing 
and drainage problems. 

The reports revealed an increase in the number of 
public comfort stations in use, the new total being 106, 
a gain of 10 over the report at the end of 1923. Seven 
nore are under construction, 

Considerable attention was given to camp sanitation 
and a number of suggestions concerning campsite sani 
tary needs have been published, 
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Pure Water 


Every water main extension which carrics pure, wholesome water 
means more prospects for the with a 
upply of pure water available, 


can have n 


master plumber because, 
’ ;, 
the people ali 


dern homes. 


ng the extension 


re ’ ’ . » 
Wilson, N. C., plans extension of its water system 


Clover, S. C., 
Columbia, 8S. C., 
to probable of 

later greatly expanding the water-works system, 


town council has engaged the Ryan Engi 
to make a preliminary survey 
toward 


neering Co., 


as sources water supply, looking 
Dunn, N, has sold bonds in the sum of $275,000 to 
extend the Fear River, filter 


plant and make other extensive water and sewer improve- 


Cis 


water main to Cape erect 


ments. 

Port Angeles, Wash., will spend about $125,000 to 
extend its water system. 

McComb, Miss., has agreed to extend its water mains 
to a new suburb, “Berthadale Village,’’ where 50 resi- 
dences will be built. 

Kenilworth, N. C., contemplates investing $65,000 in 


municipal improvements, including water-works and sewer. 
A $45,000 the of 
Louisburg, N. C., for water-works construction. 
Rocky Mount, N. C., 
municipal improvements, including water-works. 


bond issue has been sold by town 


has issued $385,000 in 
A $35,000 bond issue has been sold by Corinth, Miss., 
to be used for enlarging and improving the water-works. 
Water-works improvements for which bonds for $450,- 
000 Ill., will inelude a 
filtration plant. 


have been voted by Springfield, 
The water-works extensions to be made this Spring in 
Plattsburg, Mo., will include 5,700 ft. of 4-inch pipe and 


1,600 ft. of 6-inch pipe. 


Uplands, Calif., 
works system, for $75,683, 


the of the 
and will make improvements. 


proposes purchase 


Six-inch water mains are to be installed in various 
streets of Yuba City, Calif. 
El Centro, Calif., will vote on bonds for $200,000 to 


provide for filtration facilities, settling basins, and to lay 
heavier mains in the business section, 
are to be 
$40,000. 


Water-works extensions made in Ruther- 


fordton, N. C., to cost about 


A water-works system is to be constructed in Paintsville, 


Ky., this Summer at a cost of about $65,000. Bonds for 


$50,000 have been voted. 


water- | 
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bonds for | 


A vote is soon to be taken in Live Oak, Fla., on bonds 
for construction of a water-works plant. 

The water-works system of Shinnston, W. Va., is to be 
extended this year. 

Saluda, N. C., is to lay 11,600 ft. of water main this | 
Spring. 








The exhibit of the Duluth at the 


Building Show 


Plumbing Supplies Co., 


in Duluth, Minn. 





Every Essential for Highest 
Efficiency is embodied in 





Water 
Heaters 


The advantages of steel heat- 
ers over cast iron are too well 
known to require emphasis. 


WILKS Heaters are con- 
structed of best quality steel, 
strongly riveted and calked. 
Will not crack or leak. Water 
circulates in vertical direction 
—the natural way for heat to 
move water. 

Made in a wide range of sizes — 
from the small surface burners to 
large self-feedi: or You'll 

or any 


find them suitable job. 

Write for catalog covering the 
WILKS line of Water Heaters, 
Garbage Burners, Garage Heat- 


ers, and Steel Tanks for 
Every Purpose 


S. WILKS MFG. CO. 


3517 Shields Avenue, Chicago, Ill. 


EDWIN W. SEDGWICK HARRY M. SEDGWICK 
President Sec. and Treas. 








The MONITOR 


BI-LOOP RADIATOR 


The principal unit 
of a modern ultra 
efficient heating 
system in which 
the water in each 
radiator is indi- 
vidually heated 
by steam. 


The Monitor Bi-Loop 
Radiator makes it 
possible to heat 
buildings of all 
heights, types and 
sizes by hot water with perfect modulation. 
The water does not return to the boiler to 
be heated but remains in the radiator assur- 
ing quicker circulation of heat and greatly 
decreased consumption of fuel. Simple to 
install and operate. Building owners are 
enthusiastic over the results obtained. 


Write for our new catalog 


Monitor Bi-Loop Radiator Company 


Box 1047 Lancaster, Pa. 































¥ 


~ 
@ 





NO LOOSE PARTS 


You can set up or take down a Martin Vise 


Stand about as quickly as the time it takes 
to tell it because there are no loose parts of 

any kind to attach or take off—the legs slip 

into the sockets and stay there without set 

screws and they stay in the ground without 

nailing or bolting. Even the special patented 

pipe bender that bends pipe without kinking 

it is always ready for use without adjusting 

or setting anything. 


MARTIN inp pire BENDER 
10 Days’ 


Free 


Trial 


You cantry out a Mar- 
tin Stand under your 
actual working con- 
ditions for ten days 
free and return it 
if you can do 
without it. 







H. P. MARTIN & SONS 


626 E. 2nd Street 
Owensboro, Kentucky 


















Brown Hotel, 
Louisville, 


Ky. 





Packless Radiator 
Valves Setting the Pace 


Marvels of modern science —office buildings, hotels, public 
institutions in large cities from one end of the nation to the 
other depend on the Dole Packless Radiator Valves for heat- 
ing regulation and efficiency. 

The Dole Valve has played its part in the development of the 
20th Century type of building construction. 


The Dole Valve Company, 1921 Carroll Ave., Chicago, Ill. 
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If the necessary bonds are voted, Chaffee, Mo., will lay 
16,000 ft. of 14-inch water main this year. 

Howe, Texas, is to construct a water-works system at a 
cost of $17,000. 

Oak Grove, La., is preparing to vote bonds for the 
establishment of a water-works system 

A water-works system, to cost about $40,000, is being 
planned for Isanti, Minn., and work is expected to begin 
before Summer. 

Extensive water-works improvements will be made at 
Virgil, S. Dak., this season. 

The water-works plant at Storm Lake, Iowa, is to be 


enlarged. 


Swimming - Pool News 


lutomobile clubs in many communities are promoting the tdea of 
public steimming pools in connection with tourist camps. 

Kansas City, Kans., is about to let the contract for con- 
struction of an 80x110 ft. swimming pool, 30x60 ft. 
bathhouse, and filtration plant for the pool, in Marty’s 
addition to the Rosedale section of the city. 

The Boy Scouts of St. Francis will build a permanent 
camp, including a swimming pool, near Jonesboro, Ark. 

The Lake County Fair Association, Leesburg, Fla., will 
establish an amusement park which will include a swim- 
ming pool. 

C. Roy Kindt, Chicago, and associates, have acquired 
1,000 acres of land five miles from Jacksonville, Fla., and 
will establish a tourist hotel with swimming pool. 

A swimming pool is to be constructed in Birdland Drive 
Park in Des Moines, Iowa 

Business men of Vinita, Okla., have subscribed to a 
fund with which they have purchased a park and will 
construct a swimming pool. 

A large swimming pool will be constructed near Jack- 
sonville, Fla., in connection with a $400,000 tourist hotel 
and resort that will be established on St. Johns river 
near that city. 

Trenton, Mo., is considering the establishment of a 
municipal swimming pool. 

The Santa Fe Lake Club, of Sweetwater, Texas, will 


improve its clubhouse and erect bathhouses. 


ANTICIPATE MUCH BUILDING 


The building boom which exceeded all records in 1923 
will be eclipsed this year, in the opinion of the Copper 
and Brass Kesearch Association, which just completed 
a nation-wide survey. This report is more optimistic 
in tone than one issued the first of the year, in which 
the survey indicated a slightly smaller amount of build 
ing during 1924 than during the preceding twelve months 
The report points out that the first quarter, which nor 
mally brings out one-third of the annual business, has 
been greater than ever before, and predicts a_ slight 
recession in the early summer, with a _ corresponding 
increase in the fall. ‘“‘There are indications, however, 
of a recession of the present boom,” the report continues 
“Labor and materials have shown a _ steady advance 
Further increases in these fields are to be expected. 
Such advances affect construction volume to a large ex 
tent. While the peak of the boom will be reached this 
year, the decline will be gradual. Construction for the 
next five or six years will greatly exceed that of prewar 


periods.”’ 
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FAMOUS LAST LINES 

“There, sir; that suit fits you just len 1 

I G. N I’ 

Is th plumber at ! ish M Ja 
tub iste Was stopped dl I 
Monda washin 1 

“He's at home ul I l s 
find him over op t nion patch volt 

IRENE G. J., L 
ANSWERS TO FAMOUS QUESTIONS 
“ARE FLAPPERS VERY BRIGHT? 
Ans Not as bright as the re pi l 
I) M a) ) il 
WELL, WHY? 

Th clock str } ht t nd t n 
the new maid did not get I ictar 

ent to the E.% ! ! 

‘Mary,’ t called ul ou a i 

“Yes,” answered the muir ‘why WALT of 

PIPE LINES DICTIONARY 
ROBBER 

a fellow who raises the hood an tighter a 

and chares you three dollars 
MONKEY 

that from which we re upposed to ha 

some of us have not sprung far enough 


FAIRY STORIES 

see POLITICAL PLATFORM. 
POLITICAL PLATFORM 

a parking place for promises 
SENSIBLE 


I I 
isn 
I her 
ru'l 
N J 
ma ¢ 
St 
i 
il 
pat piug 


that which we don't want to be if the other party is 


going to get some of the credit for 
TEAPOT 


—an article which sets close to the f 


(Every day in every way‘the diction 
“Ah want a quote of sanctified milk.” 
“What yo’ all means is pacified milk.’ 


“Look heah, bruddah, when Ah needs 


specify.” y 
TO SPEED IS HUMAN; TO GET C 
Said the Frenchman I have been wil 

I have always wanted to see ze Mrs, Gu 

sons to France.” 

FOOLISHMENT 
My father is a hutch Py 
My mother cuts the me 
I’m the little weenie 


being 


rying pan, 


ary 1s gre 


inflamn 


AUGHT 


owing.) 


lation Ah’ll 
L. D., Dal 


las, Tex. 


IS FINE 


d to see ziz America 


n who 


sent so many 


FELIX, New York 


if 
If, 


Who runs around the strect 


Today's question: “Have you a little 
home?” 
JUST IN TIME 
The boob awoke, the gas was 
That guy sure kept his hea 
He put a pan beneath the leak 
And then went back to bed. 


“Johnny, is your sister spoiled?” 
“Naw, that’s just the perfume she us¢ 
is Js Wee 


All work and no play makes Jack a 





» exempti 


MRS. Me. 


on in your 


OKLAHOMA 


leaking; 
| 


g.”" 


Washingt 


jackass 
OLE 





on, N. C. 


ANDER. 
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Somerville 
(Sy. 5... W.) 


Service Boxes 


with forged, red 
brass screws 


Are mechanically correct 























Bath a Day Helps 
that Help Make Sales 


Bath a Day Stickers. One and one-eighth inches in 
diameter; orange and black; to stick on letters, bills, 
packages and backs of envelopes. Per 1,000, 45 cents. 

Bath a Day Buttons. Seven-eighths of an inch in 
diameter, with pin for pinning on coats and hats. Per 
100, $1.75. 

Bath a Day Signs. Orange and black, 6% inches in 
diameter, for transfer on glass fronts of show windows, 
doors and windshields of trucks. Price, 10 cents each. 

Bath a Day Posters. Orange and black, 2! inches in 
diameter. For showrooms, window displays, sides of 
trucks and billboards. Price, 10 cents each. 

Bath a Day Slogan Cuts. For use in newspaper adver- 
tising. Price, 45 cents each. 

“The Need of Frequent Bathing.” A booklet of —_— 
pages and cover to enclose with letters. Per 100, $1.85. 

“The Story of the Bath.” A booklet, 32 pages and 
cover, beautifully illustrated and printed, for schools, 
clubs, customers—for everybody. Single copy, 25 cents; 
in lots of 100 or more, 10 cents per copy; lots of 1,000 
or more, 7% cents. These prices include transporta- 
tion, envelopes for mailing, when desired, and outline 
studies for teachers. On lots of 500 or more name 
printed on back cover page without extra charge. 


Printed and Sold for the Good of the Industry by 


DOMESTIC ENGINEERING 
1900 Prairie Ave. CHICAGO, ILL. 


In Ordering Please Send Check to Save Bookkeeping 
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Specify “Built-Well’’ Seats 


when you order from your jobber 





— Built -Well 
V-Lock Joint 





Built-Well Toilet Seats, although the 


‘an ton are made with the most expensive 
j joint construction ever designed, cost 
| f uu no more than other wood seats 
H vith the ordinary joint. The V-Lock 
l == Joint and Double Doweled Con- 
Pat. Pending truction makes the heavy unsightl 
Note reinforcing rings unnecessary on open 
the Double front patterns 
Doweled Built-Well Seats are made in all 
Construc- regular finishes and patterns. The new 
tion “Black Beauty” Ebony Finish Seat is 
naps eal going over big. Order a sample from 
| side down to | yur jobber. 
show how dowe 
Presets 
; a B ft Well Ma, | 
makes then { @ LUI * Cl i 4 9. 0. 
stl csi. 1458 WEST KINZIE STREET 


CHICAGO, ILL 








The Bu 
Closed Fron 
rat 
P| et _ 
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Better Seat 


Consider the advantages of the 


WESSELS 


Patented Adjustable 
Range Boiler Stand 





STRONG—Made entirely of steel. No cast- 
ings to break. 

ADJUSTABLE—Adapts itself automatically 
to any boiler. 

EFFICIENT—Easily installed and stands 
perfectly rigid. 

LOW PRICED—Lower than any other on 
the market. Competitive with iron stands. 


Ask your jobber. Write us for catalog. 


D. D. WESSELS & SONS CO. 
DETROIT, MICHIGAN 
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(Convention 
Dates 


May 12, 13 and 14, 1924 Annual convention of Kentucky 
Master Plumbers’ Association, at Lexington, Ky. 

May 13 and 14, 1924 Annual convention of Pennsylvania 
As ition of Master Plumbers, at York, Pa 


May 14, 1924.—Annual convention of the Master Plumbers’ 
Association of Connecticut, at New Britain, Conn. 

May 16 and 17, 1924.—Annual convention of the Oregon 
State Association of Master Plumbers, at Portland, Ore. 


May 19, 20 and 21, 192!.—Annual convention of the Master 


Plumber Association cf California, at Pasadena, 
May 22, 23 and 24, 1924.—-Annual convention of Nevada 
4 vclation of Master Plumbers, at Reno, Nev. 


May 22 and 23, 1924.—Annual meeting of the National Pipe 
and Supplies Association, at Cleveland, Ohio, with head- 
quarters at the Cleveland Hotel. 

May 26-29, 1924 Annual meeting of the Heating and Piping 
Contractors’ National Association, in Atlantic City, N. J., at 
Chalfonte Haddon Hall 

May 27 and 28, 1924 Twenty-third annual convention of 
New Jersey State Association of Master Plumbers, at 
Montclair, N. J 

1924 Annual cony 


Master ‘umbers’ Association, at Charleston, W Va with 


the 
ntion of the West Virginia 


I iarters at the Kanawha Hote 

June 2, 3 and 4, 1924 Annual convention of the Wyoming 
Master Plumbers’ Association, at Thermopolis, Wyo. 

June 7 and 8, 1924.—Fourth annual convention of Wisconsin 
Society of Plumbing Inspectors, at Sheboygan, Wis 

June 9 and 10, 1924 Annual convention of the North Car- 
Olina State Association of Master Plumbers, at the Oceanic 
Hotel, Wrightsville Beach, N. C. 

June 10, 11 and 12, 1924 Annual convention of the National 
District Heating Association, at New York City. 

June 10, 11 and 12, 1924 Semi-annual or summer meeting 
of the American Society of Heating and Ventilating Engi 
neers, in Kansas City, Mo 

June 11, 1924 The summer meeting of the Eastern Sup- 

\ ciation in New York City, with headquarters at 
the Hlotel Astor 

June 11 and 12, 1924 Quarterly meeting of the National 
Association of Brass Manufacturers, to be held at Mt. Clemens, 
Mich 

June 24, 25 and 26, 1924.—Forty-second annual convention 
of the National Association of Master Plumbers, at West 
Baden, Ind., with headquarters at the West Baden Springs 
Hotel 

June 24, 25 and 26, 1924.—Sixth annual conference of the 
Women’s Auxiliary to the National Association of Master 
Plumbers, at West Baden, Ind., with headquarters at West 
Baden Springs Hotel 

September 9, 10, 11 and 12, 1924 The annual meeting of 
the American Society of Sanitary Engineering, in Philadel- 
phia, Pa., with headquarters at the Adelphia Hotel. 

October 22 and 23, 1924.—Annual meeting of the Central 
Supply Association, at the Drake Hotel, Chicago. 


REGULAR MONTHLY MEETING AT PHILADELPHIA 


The regular monthly meeting of the Philadelphia Master 
Plumbers’ Association was held Thursday evening, May 1. 
Delegates were elected to the state convention at York, 
Pa., and also to the national convention at West Baden, 
Ind Following a discussion on the subject of supply 
houses selling direct to the ultimate consumer, motion 
pictures were enjoyed. 

Elberton, Ga., has voted $40,000 bonds for sewers and 
water-works. 

E. L. Archambeau has opened a plumbing and gas 
fitting establishment at 333 Third street, Chula Vista, 
Calif. 
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PATENTS 


Heating Department 


1,489,640. Joint Between Pipes and Flanges. George 
T Jacocks, West Hartford, Conn., assignor to The Whit 
lock Coil Pipe Company, West Hartford, Conn The 
herein described method of uniting a pipe to the col 
lar of a flange or plate, which consists in abutting the 
ends of the collar and pipe, passing an electric current 
into the wall of said bore intermediate its ends and 


(Abit, _e = 
Non ! Ke) 
. ‘ on T 
a1 aT ne = r i | 1 

: onl 1,489,640 3 


along said wall to the joint and through said joint and 
pipe, and forcing said flange and pipe towards one an 
other during the welding operation. 

* + * 

1,489,886. Ventilator. Edward J. Hart and James L. 
Morgan, Philadelphia, Pa. <A ventilator comprising, in 
combination, a cylindrical body, a truncated conical skirt 
surrounding said body to enclose the major upper por 
tion thereof and spaced therefrom, the upper edge of 
said skirt projecting slightly above said body to deflect 
curents of air downward between it and the body, and 
spiral blades located within the space between the body 
and skirt and running lengthwise of said body, the upper 
ends of said blades terminating at the upper edge of the 
skirt and forming helical passageways for the flow of 
air longitudinally of the body outside thereof. 


W- 3g, 














1,490,480, | 


1,490,480. Oil Burner. Albert E. Patrick, Sacramento, 
Calif. An oil burner comprising a one-piece body formed 
as an inverted cup terminating at its lower end in an 
outwardly flaring and substantially horizontal flange, a 
removable inverted cup having a snug fit on top of the 
body and forming an enclosed chamber therewith, and 
horizontally disposed and spaced passage means through 
the body-cup and chamber-cup walls. 

* * ” 

1,490,572. Oil Burner, Anton Lijeske and Frank Bal- 
cerzak, Milwaukee, Wis. An oil burner comprising a 
base member having an outer ring and an inner disk 
connected thereto by spaced arms, a burner plate carried 
by said disk and having an upstanding centrally aper- 
tured standard and a plurality of surrounding grooves 
arranged in successively elevated tiers, a relatively short 
cylindrical member carried by said disk and extending 
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Headquarters for 


Small Sanitary Earthenware 


Urinals Hoppers 


Basins 


John Maddock & Sons 
Trenton, N. J. 


AUTOMATIC GAS 


WATER HEATERS 


The complete Pittsburg line—one 
for every water-heating purpose 


“If it’s done with heat, you can do it BETTER with gas”’ 

















SQUARE RE [5 ‘GEE’ 


lron £ Malleablelron FITTINGS 


We are so proud of Square 
‘Gee’ fittings that we 





= SS 


stamp on each one a square 
as a means of instant 
recognition. 


THE GRABLER MANUFACTURING CO. 
CLEVELAND, O. | 
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.** Big Sellers _ 
A Compete Line 


Prices From °95“up 


Iron CLap GuaraNTEE 
SEND TO-DAY FOR CATALOG AND PRICES 


THE GOULDS MFG. CO., Seneca Falls,N-Y. 
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YouCan’tGamble with Acid 


When a drain line must handle acids, you can’t install 
or any pipe except Duriron—and have a 
chance of its lasting. 


“gamble 


ordinary pipe 


about x: it’s a sure thing you lose. 
Duriron resists acids as other pipe does pure water. 


There is no 


Duriron pipe is installed the same and as easily as cast 


iron soil pipe; and your profit is much better. 


Complete stocks - pipe and fittings carried in New 
York, Dayton and San Francisco; assuring de “te ries. 


me DURIRON SOMeany 











Hanna Ball Joint 
Pipe Hanger 


Guaranteed Strongest Made 
The “Ball Joint’ Pipe Hanger 


swings in any direction, Pipe can 
be adjusted higher or lower without 
removing hanger. 


Made of malleable iron. 


Write for “‘Our Silent Salesman’’ 


The Penn Engineering Co. 
No. 1 312 Cherry Street, Philadelphia, Pa. 
rrr Te MMe miiie iuitet it Tie tit tie Tens iin tk 








Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 

Water Closets for every type or class of 
service. 

Frost Proof Closets. 


Direct flush of after 


Write for catalog. 


Philip Haas Co., Dayton, O. 
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‘*O-E”’ Improved 
Air Exhauster 
and Vacuum Valve. 


The Thermos Bottle 
Principle Applied to 
Heating Systems 


One of three simple fittings that enable us to apply 
the Thermos Bottle Principle to heating systems, 
keeping the radiators hot long after the fire in the 
boiler is banked. Not only is the O-E “3 in 1” 
System efficient, economical and flexible to meet 

conditions, but the expense of installation 
‘* is nominal as compared with results 
Send for Booklet ‘‘A’’ 


O-E Specialty Mfg. Co. 


10 Keefe Avenue MILWAUKEE, WIS. 
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ipwardly above said burner plate, a shell having spaced 
inner and outer cylindrical walls with the outer wall 
upported by said ring and joined integrally and con 


tinuously to the inner cylindrical wall, said inner wall 


contracted portion and extending downwardly 


having a 


and terminating above said burner plate, a plurality of 


apertured deflectors adapted to be positioned one above 


the other and to be carried by the upper side of said 
opening through the 


shell 


above the inner cylin 


thereof, 


ll] directly 


drical portion such having a ridge on its 











upper side and said deflectors having downwardly extend 


ing legs adapted to rest one upon the other with the 


lowermost of said legs resting upon said shell and guided 
by said ridge. 


+ * * 


Oil Burner for Furnaces Robert L. Doran, 
A fuel oil primary 


a conduit leading thereto and having provi- 


1,390,096, 
Chicago, Ml. 
head, 
taking in air, a gas generating conduit and hav- 


burner comprising a 
burner 
sion for 
means for deliver- 
ing liquid fuel to said generating conduit, a subordinate 
said generating conduit, a subordi- 
burner 
means 
for delivering liquid fuel to said subordinate gas generat- 


ing an outlet into said burner conduit, 


burner located below 


generating conduit and a subordinate 


said subordinate generating conduit, 


nate gas 


located below 


and means for conducting gas from said sub- 
mixing the gas with air 
both of the subordinate 


ing conduit, 


ordinate gas generating conduit 
mixture to 


delivering the 
burners. 


and 












| 
1,490,101 
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1.490.096 
Arresting Radiator Shield. Myers A 
Garrett, Chicago, Ill., assignor of three-fourths to Carlton 
M. Garrett and one-fourth to Walter S. Adams, both of 
Chicago, Ill. The combination in a dust catching and hold- 
ing device for radiators, of a housing comprising an apron 
at the top edge of the apron; a dust catching 


1,490,101 Dust-/ 


and a cover 








————— 
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and-holding fabric beneath the cover; a frame disposed at 
the rear edge of the housing and at right angles thereto; 
and a dust catching and holding fabric carried by the 
frame; said apron when the device is in position on a radi 
ator extending a short distance downwardly only over the 
front and ends of the radiator, and the frame and dust 
catching fabric secured thereto at the back of the radia 
tor extending to the floor and preventing the passage of 
air to the space back of the frame and fabric carried 


thereby 


* + * 
1,490,064 Oil Burnet Harvey B. Young, Indianapo 
lis, Ind A hydrocarbon burner comprising a plurality of 
generators, means for preheating said generators, means 


for feeding liquid fuel thereto, a plurality of passageways 
directly connecting said generators for forming a closed 
generating circuit permitting the free circulation of gas 


SP. 


' 





— 1,490,064. 
i , i ‘ 


therebetween, and a casing surrounding said fuel feeding 
means and communicating with one of said passages into 
which the heated gases passing therethrough may pass 
tor preheating the same, substantially as and for the 
purpose described. 

* + * 

1,489,456. Oil Burner. John E. Pearson, Chicago, 
Ill. The combination with a nozzle, of means for de 
livering liquid fuei to said nozzle, a fan, said means com- 
prising connections between the fan, the nozzle and a 








1,489,456. 


$ ‘4 
source of liquid fuel supply, and an air valve for ad- 
mitting air to the fuel prior to its entrance into the fan 
casing, said air valve having a spring and a dashpot 
for retarding the movement of the valve, whereby the 
chattering of the valve is obviated. 

Plans are being worked out by citizens of Martin’s 
Ferry, Ohio, for the establishment of a public swimming 
pool, 

A semi-private swimming pool will be developed in 
connection with an automobile tourist camp at Circle- 
ville, Ohio. 
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Weil-M‘Lain 





SCIENTIFIC COMBUSTION 


BOILERS 


1. Scientific combustion 
2. Corrugated heating surfaces 
3. ‘*Back-and-forth”’ fire travel 


Write for Details 


Weil-M‘Lain Company 


Michigan City Chicage Showrooms: 


Indiana 641 W. Lake Street 
95 





AModernConvenience 


—that customers expect to 
find on every heating system 





Today most everyone knows about automatic 
heat control—and expects to find it on the heating 
system he buys. 

From advertising and wide usage, people know 
that the comfort and convenience the “Minne- 
apolis” brings really cost nothing because of the 
fuel economy it effects. That's why It's easy to 
sell—and every one sold brings $15 to $20 addl- 
tional profit to the dealer. 


Writetoday for dealer proposition. 


INNEAPOLIS 


Hear Recutator Co. 
2801 4th Ave.,S., Minneapolis, Minn. 











LECO 


A vitreous china tank 
with a set of real fittings 


ZWERMANN COMPANY 


Robinson, Illinois 

















Riverside Closet Bend 


The Riverside Cast Iron Closet Bend, 
furnished painted black; without side 
openings, with right hand or left hand 
opening only, or with both, tapped for 
114 or 2 inch iron pipe. Inside diameter 
4 inches, length over all 17 inches, weight 
14 pounds. Offset openings. 








Riverside Foundry & Galvanizing Co. 
Kalamazoo Michigan 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum 
$2.00. Copy should reach us by Tuesday morning. 
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One inch $4.00. Cash must accompany order 











: OR SAL | MI ‘ HOP DOING TREASURY DEPARTMENT, Super- 

S.tuauions Open sake i" vising Architect's Office, Washington, 

‘ tr I ' p ' t D. C., April 23, 1924.—Sealed Proposals 

IMI OON ak ENTATIVES r I ter t rit Addres will be opened in this office at 3 p. m., 
handle K« 9 romest vil ring 1900 May 22, 1924, for furnishing and in- 

nior oul , ‘ ‘ cas ee stalling one horizontal, smokeless, fire- 

box boiler arranged for portable set- 

‘ ting, at the United States Post Office 

here I nte " ~ Canton, Ill Drawings and specifica- 

Situations Wanted tions may be obtained from the Cus- 

! ! \ todian, U. S. Post Office, Canton, I11 

bong ring SITUATION WANTED BY A MA or from this office in the discretion of 

‘ , rey : netent , ne and heat the Supervising Architect Jas A 

WANTED GOOD PROGRES DF ns ilesmar iequainted ith archi Wetmore, Acting Supervising Archi- 
manufacturer's representative t r teet ‘ pliut ng and heating tect 5-3-10. 
die standard line of tubular plum Sof Shisia dae ee TREASURY DEPARTMENT, Super- 
good nd heating specialties on com ee : da et peli -pice vising Architect's Office, Washington, 
n ba selling to Jobbers rer er ee Re en ee nGares D. C., April 21, 1924.—Sealed Proposals 

ritor nelude the states of [lin ep | pani ane = = 10 will be opened in this office at 3 p. m., 
Indiana, Michigan, Wisconsin, Ohio and ris ‘ nicasg ’ May 19, 1924, for the removal of the 
Missouri, Address Key 950, Dome tg present boiler and furnishing and in- 
I ngineering iJ Prairie Ave on tf " stalling one new horizontal, portable, 
1g Til 4-2 Miscellaneous smokeless, fire-box steel heating boiler 
SALESMEN WANTED—A REAL OP at the U. S. Post Office, Nevada, Mo 
portunity for real salesmen. A large, CONTRACT SHEETS. ESTIMATE in accordance with drawing and speci- 
vell established manufacturer has sev- Blanks, Job Tickets, Illustrated Let- fication, copies of which may be _ ob- 
eral jlendid territories open. Goods ter Heads, etc., for plumbers. Large or tained from the Custodian, U. S. Post 
old to plumbing, hardware and elec small lots, reasonable; prompt delivery. Office, Nevada, Mo., or from. this office 
trical dealers Commission and draw Samples with delivered prices free. L. in the discretion of the Supervising 
ing account. exclusive territory. Sub- Fink & Sons Co., School Bldg., Laurel Architect Jas. A. Wetmore, Acting 
mit our record and history for early Springs, N. J | Supervising Architect. 5-3-10. 
ag Eg ang — TREASURY DEPARTMENT, Super 
rp agen, Phage ied magia: | oh Pade > ’ vising Architect’s Office, Washington, 
gineering,” 1900 Prairie Ave., sear PLUMBERS GIN LABELS D C. April 24, 1924.—Sealed proposais 


will be opened in this office at 3 p. m., 
May 23, 1924, for furnishing and in- 
stalling a new oil burning apparatus, 
storage tank, etc., at the U. S. Post 
Office, Reno, Nevada, in accordance 
with specification and drawing, copies 
of which may be had at this office 


aaatta keiinantioa ? 1906 Praivic Ave WP or at the office of the Supervising 
( 10-17-24 . Superintendent, U.S. Public Buildings, 

200 3 Pp 3uilding, S: Tran- 
Hadco Card Holders, Celluloid Covers Room 493, 7. 0. Bulaing, San Fran 


and Illustrated Bin Labels for Water, ne 6 = 


RADIATOR AND BOILER MANUFAC 
tur ‘ it ma or 





AGGRESSIVE SALES MANAGER BY 


! inuf turer of pipe threading tT 





ep ; ieee ; ~ Gas and Steam Fittings; also Plumb- > : pa PF 
hine State qua catio reference . cretion o the Supervis 4 rchitect 
nd s ur expected Will be treated ers’ Stock Boxes. Send for samples and Jas A urieeee ” lounar Wupe cor ve 
be pecs awaie Key 994. “D prices and free plans: “How To Lay Lonhitect ca 5-3-10. 

: He Eneineerins 1900 Prairie Ave Out an Up-To-Date Plumbing Shop” ; 

‘ 2 5-10-17-24 and “How To Simplify The Work In TREASURY DEPARTMENT, Super- 
The Stock Room”. You can order vising Architect's Office, Washington, 
WANTED—SALESMEN NOW CALI through your regular jobber. HAD- D. C., April 22, 1924.—Sealed Proposals 
t n plumbers S high qualit DON BIN LABEL CO., Wesley A. Fink, will be opened in this office at 3 p. m., 
ed ce oid toilet seat Con President, Haddon Heights, N. J. May 20, 1924 for the removal of the 
Territor ind = particular present boiler and the furnishing and 


etter Addre Ke v9 Domes Sell us your Surplus installing of one new horizontal 
Mngineering 00 Prairis Ave smokeless fire-box heating boiler, ar- 


1) »-10-17-24-351 ranged for portable setting, etc, at 
WANTED—SALI SMI N TO HANDLE | the United States Post Office, Fremont, 


: a2 : ne iii ha Nebr., in accordance with drawings 
” ciaedk Gemeiaaew enna, aelaeenahe HIGHEST CASH PRICES PAID | and specification, copies of which may 
ssi pi spe Sisk Ain neo | be obtained from the Custodian, U. S. 


Py be ee > oO in M. - Viartt a “ WRITE US ' Post Office, Fremont, Nebr., or from 
: F “s — aie this office in the discretion of the 
; ; 5-1 THE A. & J. MFG. co. Supervising Architect. Jas. A. Wet- 


WANTED THOROUGHLY EXPERI 559 W. Lake St., Chicago, Ill. |} more, Acting Supervising Architect. 


enced nber witl me knowledge 5-3-10 
$44.00 per week, half day . 

Saturda eount shop Stea Ay worl TREASURY DEPARTMENT, SUPER- 

right ma Addr K« a4 Do vising Architect's Office, Washington, 

est Engineering 1900 Prairie Ave Government Proposals D. CC. May 1, 1924 Sealed proposals 

(*} " 5-10 will be opened in this office at 3 p. m., 

TREASURY canal AR TMENT, Super- May 28, 1924, for removing the present 

ising Architect's ce, Wi ashington boilers, return piping, ete., furnishing 

D. C., April 25 1924. Sealed proposals and installing two horizontal smoke- 

For Sale will be opened in this office at 3 p. m., less fire-box heating boilers, new re- 

May 26, 1924 for furnishing and in- turn piping, ete., at the United States 

FOR SALI IN THE BEST ata IN stalling an oil burning apparatus, etc., Court House and Post Office, Leaven- 

Western N. C., the oldest established it the U. S. Post Office and Court worth, Kansas. Drawings and speci 

plumbing and heating business An- House, Tulsa, Okla., in accordance with fications may be obtained from. the 

nual sales more than $100,000. Invest- specification and drawing, copies of Custodian, U. S. Court House and Post 

ment approximately $25,000, present which may be had at this office, or Office, Leavenworth, Kansas, or from 

vner wishes to sell on account of it the office of the Custodian, Tulsa, this office in the discretion of the 

death in family Will sell for less Okla., in the discretion of the Super- Supervising Architect. Jas. A W et- 
than the worth Address P. O. Box 24, vising Architect Jas A Wetmore, more, Acting Supervising Architect 

Asheville, N. C i Acting Supervising Architect §-3-10 5-10-17 








HARTMAN INGOT METAL COMPANY 


Smelters and Refiners 
Brass Ingots Manufactured to Specifications 


Office: 2511-25 W. 5 W. Twenty-Fi irst St., CHICAGO 















Telephone: Lawndale 827 and 3635 
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Increased Range Boiler 


| 
| 
Will be yours this spring if you will carry a care- 
fully selected stock of Whitaker Range Boilers. 
The home-builder would much rather select his 
range boiler from an attractive new stock than 
old rusty stock in some basement or back room. 








The Range Boiler business will go to the dealer who goes after it 
first by an attractive display in his store of different sized boilers, 
most needed in his community; and second, by giving prompt atten- 
tion to installations. 


The Whitaker Range Boiler is first formed, riveted and welded, then | 
thoroughly cleaned of all grease and dirt, after which it is given a | 
thick coat of rust resisting spelter inside and out -thus protecting 
against any effect of the elements. 


Wheeling Steel Corporation 
Wheeling, W. Va. 
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ARMSTRONG 


The “standard’’ hinged pipe vise 
with which all others are compared 





Cunt he ye we yee we ae 


Seo 


% 
The genuine article usually costs a little more but * 
you always get better quality and usually greater i 
value, all of which is perfectly natural and logical. f 
Have you ever known of an imitation or copy of - 
any product of merit that was made better than i 


oot. 


ee ae 
Sorforloeloeloeloeloefoeloeloeloclocloclioelocloeloeloeloclocloclocloelooioelooioes 


the original? Of course not. In order to sell at 
all, the price necessarily must be lower, and in order 
to make this possible the quality must be lowered. 


a a a a oe 


Genuine Armstrong Hinged Pipe Vises are obtain- 
able from any plumbing jobber in the country. 
There is no good reason for your accepting any- 
thing else. 


THE ARMSTRONG MFG. CO. 
Bridgeport, Conn., U.S. A. 


PIPE TOOLS 


9442. %, Pe Sectect. 
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Universal | 
Bath Hose 


Connection | 


Here’s a good over-the- 
counter all season seller 


The tapered thread fits any bath 
cock. Made of die-cast white metal, 
nickel plated. 


rs LAVELLE RUBBER CO. 
Prices 413 N. Franklin St. CHICAGO 





_J 











GREASE AND GRIEF 


Grease is all right in its proper place, but 
when it gets mized with water and into 
the drain pipes and sewers, there’s no end 
of trouble. 


An Estabrook Grease Trap 


will do away with al) the annoyance and 
expense coincident with greasy water. In- 
tended for outside installation. Amount 
of brick work depends on depth of trap. 


Send for catalog 


R. ESTABROOK’S SONS 
Ist and C Streets 
SOUTH BOSTON, MASS. 


MOR-SEAL 


THE CLEANER CLOSET 


Embodying all the features 
of the most expensive types 
of closets at a lower price 


Write for descriptive information 


CHICAGO POTTERY CoO. 


1924-40 CLYBOURN AVENUE : : : CHICAGO 
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Midland Roof Flashing 


ALL LEAD 


(Patented) ONE PIECE 


Base is heavier than four pound 
sheet lead and larger than usual, 
permitting two rows of shingles 
to cover upper part. No soldered 
joints to leak. 


Heavy ring round inside top of 
neck for calking, instead of out- 
side, as on old-style flashings. 
This permits them to nest to- 
ether closely, saves space and packing expense. 
he Midland Angle Flashing will fit any pitch of roof. 


Write for circulars and prices. 


Midland Metal Manufacturing Co. "97705," 
Te TUS See Gon nine iii tei ei oF 
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ASBESTOS PRODUCTS 
johns-Manville, Inc., New York 
National Asbestos Mfg. Co., Jersey 

Chy, x. Jd. 


BATHROOM ACCESSORIES 
Balmer Co., J. H., Newark, N. J. 
Beaton & Cadwell Mfg. Co., New 

Britain, Conn. 

Bridgeport Brass Co., Bridgeport, 

Conn 
Morency-Van Buren Mfg. Co., 

Sturgis, Mich 
Russell Mfg. Co., 

tuck, Conn. 
Trenton Potteries Co., Trenton, N.J 
Wise Co., Inc., J.B.,Watertown, N.Y. 


John M., Nauga- 


BATH TUBS, ENAMELED IRON 
Crane Co., Chicago. 

Kohler Co., Kohler, Wis 
Standard San. Mfg. Co., Pittsburgh 
U. 8S. San. Mfg. Co., Pittsburgh. 


BATH TUBS, PORCELAIN 
Trenton Potteries Co., Trenton,N.J. 


BENCHES, PIPE, PORTABLE 
Evans, M., Pittston, Pa. 
Martin & Sons, H. P., Owensboro, 
Ky 
BENDERS, PIPE 
Martin & Sons, H. P., Owensboro, 
K 


y 
Penn Eng. Co., Reading, Pa. 
BENDS, CLOSET 
Compound Inj. & Specialty Co., 
Chicago. 
Eastern Fdy. Co., Boyertown, Pa 


Frost Mfg. Co., Kenosha, Wis. 

Greenwood Mfg. Co., Detroit. 

Richmond Fdy. & Mfg. Co., 
Richmond, Va. 

Sanitary Co. of America, Linfield, 
Pa 


Inc, 


BIDETS 
Maddock’s Sons Co., Thos., 
ton, N. 
Trenton 


Tren- 
° J 
Potteries Co., Trenton 


BOILERS, GAS 
Bryant Heater & Mfg. Co., Cleve- 
land. 


BOILERS, HEATING, HOT 
WATER AND STEAM 
Abendroth Bros., Port Chester, N.Y. 


Advance Boiler Corp., New York. 
American Radiator Co., New York. 
Bryant Heater & Mfg. Co., The, 


Cleveland, O. 
Burnham Boller Corp., Irvington, 
uw. E. 


Waukegan, III. 
New 


General Boilers Co., 

Gorton & Lidgerwood Co., 
York. 

Gurney .Heater Mfg. Co., Boston. 

Handon Boller Corp., New York 

Heggie Simplex Boller Co., Jeliet, 
Il. 


Herbert Boiler Co., Chicago. 

Illinois Malleable Iron Co., Chicago. 
International Heater Co.,Utica,N. Y. 
Kewanee Boiler Co., Kewanee, Ill, 


Monitor Bi-Loop Radiator Co., 
Lancaster, Pa. 
Richmond Radiator Co. New 
York City. 
Smith Co., H. B., Westfield, Mass. 
Thatcher Furnace Co., Newark 
United States Radiator Corp., 
Detroit. 


BOILERS, HEATING, HOT 
WATER AN STEAM, 
MAGAZINE FEED 
American Radiator Co., New York. 
Gorton & Lidgerwood Co., New 

York. 
Herbert Boller Co., Chicago. 
Nason Mfg. Co., New York 
Pierce, Butler & Plerce Mfg. Corp., 
New York. 
Well-McLain Co., Chicago. 
Wilks Mfg. Co., 8. Chicago. 


BOWLS, WATER CLOSET 
Chicago Pottery Co., Chicago. 
Crane Co., Chicago. 

Douglas Co., John, Cincinnati. 
Kalamazoo San. Mfg. Co., Kala- 
mazoo, Mich. 
Kohler Co., Kohler, Wis. 
Maddock & Sons, John, Trenton. 
Maddock’s Sons Co., Thomas, 

Trenton, N. J. 

Standard San. Mfg. Co., Pittsburgh. 
Trenton Potteries Co., Trenton,N.J. 
Zwermann Co., Robinson, II. 


BRACKETS OR HANGERS, 
RADIATOR 


American Radiator Co.. Buffalo. 
Carty & Moore Eng. Co., Detroit 


when writing advertisers. 





Gleockle, Jr., A. F., Roehester, N. Y. 

Grinnell Co., Providenee, R. 1. 

Healy-Ruff Co., Minneapolis, Minn. 

Smith Co., H. B., Westfield, Mass 

United States Radiator Corpora- 
tion, Detroit. 


BRACKETS, SINK 
Eastern Fdy. Co., Boyertown, Pa 
Illinois Malleable Iron Co., Chicago. 
Richmond Fdy. & Mfg. Ce., Inc., 

Richmond, Va. 
Riverside Foundry & Galv. Co., 
Kalamazoo, Mich. 


Sanitary Company of America. 
Linfleld, Pa. 
Wessels & Sons, D. D., Detroit. 


BRASS GOODS, GAS 


Central Brass Mfg. Ce., Cleveland. 
Crane Co., Chicago. 

Haydenville Co., Haydenville, Mass. 
Mueller Co., Deeatur, Ill. 
United Brass Mfg. Co., Cleveland. 


BRASS GOODS, STEAM 


American Radiator Co., Buffalo. 
Capitol Brass Works, Detroit. 
Crane Co., Chicago. 
Detroit Lubricator Co., Detroit. 
Fulton Co., The, Knoxville, Tenn 
Haydenville Co., Haydenville, Mass 
Jenkins Bros., New York. 
Kennedy Valve Mfg. Co., 
N. Y¥. 
Ohio Brass Co., Mansfield, O. 
Penberthy Injector Ce., Detroit. 
United Brass Mfg. Co., Cleveland 
BRASS GOODS, WATER 
Capitol Brass Works, Detroit. 
Central Brase Mfg. Co., Cleveland 
Crane Co., Chicago. 
Goetz Brass Co., Chicago. 
Haydenville Co., Haydenville, Mase 
Jenkins Bros., New York. 
Kennedy Valve Mfg. Co., Elmira, 
N. Y¥ 


Elmira 


Morency-Van Buren Mfg. Co., 
Sturgis, Mich. 

Mueller Ce., Deeatur, Ill. 

Ohio Brass Co., Mansfield, O. 

Penberthy Injector Co., Detroit. 

Stebbins Mfg. Co., E., Springfield, 
Mass. 

Trenton Brass and Machine Co., 
Trenton, N. J. 

Union Brass & Metal Mfg. Co., 
St. Paul. 

United Brass Mfg. Co., Cleveland 


Wolverine Brass Works, Grand 
Rapids, Mich. 

Woodward-Wanger Co., Philadel- 
phia. 


BURNERS, GARBAGE 
General Bollers Co., Waukegan, III. 
Illinois Malleable Iron Co., Chicago. 
Kewanee Boiler Co., Kewanee, Iil 
Wilks Mfg. Co., 8S. Chicago. 


CABINETS, BATHROOM 
Miami Cabinet Co., Middletown, O. 


CATCH BASINS, ACID PROOF 
Duriron Co., Inc., Dayton, O. 


CATCH SGASINS, CAST IRON 
Compouno ‘nj. & Spec. Co., Chi 
cago. 
Eastern Fdy. Co., Boyertown, Pa. 
Illinois Malleawle Iron Co., Chicago. 
Wade Iron San Mfg. Co., Chicago 


CEMENT, IKON AND PIPE 
JOINT 


Johns-Manville, Ine. New York 

Rutland Fire Clay Co., Rutland, Vt. 

Smooth-On Mfg. Co., Jersey City. 

CHAINS, PLUMBERS’ 

Bead Chain Mfg. Co., Bridgeport. 
Conn. 

Russell Mfg. Co., John M., Nauga- 
tuck, Conn. 

Smith & Egge Mfg. Co., 
port, Conn. 


CLEANING COMPOUNDS 
Chamberlain Co., Pittsburgh. 
Porcela-Radax Co., New Brighton, 


Bridge 


a. 
Rutland Fire Clay Co., Rutland, Vt 


CLEAN-OUTS, CAST IRON 
Atchison Specialty Ce, Kansas 
City, Mo. 
Blake Specialty Co., Rock Island, 
Ill. 
Compound 
Chicago. 
Eastern Fdy. Co., 
Estabrook's Sons, R., Se. Bosten 
Greenwood Mfg. Co., Detroit. 
Hilton Brass Foundry, Hilton, N. J. 
Phoenix Brass Fdy., Irvington, N.J. 


Inj. & Specialty Co., 


Boyertown, Pa. 


Richmond Fdy. & Mfg. Co., Ino., 
Richmond, Va. 
Sanitary Company of America 


Linfield. Pa. 
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COCKS, BALL 


American Pin Co., Waterbury, 
Conn. 
Curtin Valve Co., 
Mass, 
Douglas Co., John, Cincinnatl. 
Frest Mfg. Co., Kenosha, Wis. 
Haydenville Co., Haydenville, Mass 
Illinois Malleable Iron Co., Chicago, 
McShane Bell Fdry. Co., Baltimore. 
Morency-Van Buren Mfg. Co., Stur- 
gis, Mich. 
Mueller Co., Decatur, Ill. 
Phoenix Brass Fdy., Irvington, N.J. 
Republic Brass Co., Cleveland. 
Sherwood Brass Works, Detroit. 
Union Brass & Metal Mfg. Co., 8t. 


A. F., Medford, 


Paul. 
Van Arnam Mfg. Co., Ft. Wayne, 
Ind. 


Wolverine Brass Works, Grand 
Rapids, Mich. 
Woodward-Wanger Co., Philadel- 


phia. 
COCKS, GAUGE 
Capitol Brass Works, Detroit. 


COMPOUNDS, BOILER SEALING 
Buffalo Specialty Co., Buffalo. 

Johns-Manville, Inc., New York 
Smooth-On Mfg. Co., Jersey City, 


N. J. 
“X"’ Laboratories, New York. 


CONDUIT, UNDERGROUND 
Ric-Wil Co., Cleveland. 


COOLERS, WATER 
Douglas Co., John, Cincinnatl 
Mueller Co., Decatur, III. 

Puro Sanitary Drinking Fountain 
Co., Haydenville, Mass. 
Taylor Co., Halsey, Warren, O. 


COUPLINGS, RANGE BOILER 

Haydenville Co., Haydenville, Mass. 

Riverside Boller Wks., Inc., Cam- 
bridge, Mass. 

Stebbins Mfg. Co., E., Springfield, 
Maas. 

St. Paul Welding & Mfg. Co., St. 
Paul, Minn. 


COUPLINGS, UNION 
Capitol Brass Works, Detroit. 
Crane Co., Chicago. 

Illinois Malleable Iron Co., Chicago. 
Woodward-Wanger Co., Philadel- 
phia. 


COVERING BOILER AND PIPE 

Johns-Manville, Inc., New York 

National Asbestos Mfg. Co., Jersey 
City, N. J. 

natant Fire Clay Co., Rutland, Vt. 


CURTAINS, SHOWER BATH 
Sanitary Bath Curtain Mfg. Co., 
New York. 


CUTTERS, PIPE 
Armstrong Bros. Tool Co., Chicago. 
Armstrong Mfg. Co., Bridgeport, 

Conn. 
Borden Co., Warren, O. 
Crown Die & Tool Co., Chicago. 
Duriron Ce., Inc., Dayton, O. 
Greenfield Tap & Die Corp., Green- 
field, Mass. 
Nye Tool & Mach. Works, Chicago. 
Toledo Pipe Threading Machine 
Co., Toledo, O. 
Woodward-Wanger Co., 
phia. 
DOORS, SHOWER BATH 
Crist & Schilken Co., Inc., Pitts- 
burgh. 


DRAIN BOARDS 
Trageser Steam Copper 
John, New York. 
Van Arnam Mfg. Co., Ft. Wayne, 
Ind. 

DRAINERS, CELLAR 
Braender Drainer Co., New York 
Eastern Fdy. Co., Boyertown, Pa. 
Haydenville Co., Haydenville, Mass. 
Kemp Mfg. Co., C. M., Baltimore. 
Penberthy Injector Co., Detroit. 


DRAINS, FLOOR, ACID PROOF 
Duriron Co., Ine., Dayton, O. 


DRAINS, FLOOR AND GARAGE 

Atchison Speelalty Co. Kansas 
City, Mo. 

Blake Specialty Co., Rock Island, 
Ill, 


& Specialty Co., 


Philadel- 


Wks., 


Compound Inj. 
Chicage. 

Crampton-Farley Brass Co., Kan- 
sas City, °. 

Douglas Ce., John, Cincinnattl. 

Eastern Fay. Co., Boyertown, Pa. 

Greenwood Mfg. Co., Detroit. 

Kennedy Valve Mfg. Co., Elmira, 
N. Y. 


Richmond Fdy. & Mfg. Co., Inc., 
Richmend, Va. 


“Russell Mfg. Co., John, 





Sanitary Company of America, 
Linfleld, Pa. 
Wade Iron San. Mfg. Co., Chicago. 


DRAINS, REFRIGERATOR 

Atchison , ee Co., Kansas 
City 

Blake ious falty Co., Rock Island, 
Ill. 

Compound Inj. & Spec. Co., Chi- 
cago. 

Eastern Fdy. Co., Boyertown, Pa 

Enterprise Mfg. Co., Hoboken,N.J 

Greenwood Mfg. Co., Detroit. 

Richmond Fdy. & Mfg. Co., Ine., 
Richmond, Va. 

Riverside Foundry & Galv. Co., 
Kalamazoo, Mich, 

Sanitary Company of America, 
Linfleld, Pa. 


DRAINS, SHOWER 


Atchison eee Co., Kansas 
City, 

Blake Specialty Co., Rock Island, 

Il 

aed Inj. & Spec. Co., Chi- 
cago. 

Eastern Fdy. Co., Boyertown, Pa. 

Goetz Brass Co., Chicago. 

Greenwood Mfg. Co., Detroit. 

Hilton Brass Foundry, Hilton, N. J 

Phoenix Brass Fdy., Irvington, N.J. 

Richmond Fdy. & Mfg. Co., Inc., 
Richmond, Va. 

Sanitary Company of 
Linfleld, Pa. 

Speakman Co., Wilmington, Del. 


America, 


ELECTRIC LIGHT AND POWER 
PLANTS 


Delco Light Co., Dayton, O. 
Kohler Co., Kohler, Wis. 


FANS, EXHAUST, ACID-PROOF 
Duriron Co., Dayton O. 


FAUCETS, LAUNDRY TRAY 
Acme Brass Works, Detrolt. 
Capitol Brass Works, Detroit. 
Hays Mfg. Co., Erie, Pa. 

Street & Kent Mfg. Co., Chicago. 
Union Brass & Metal Mfg. Co., 
St. Paul, Minn. 


FERRULES, BRASS 


Douglas Co., John, Cincinnat! 
Haydenville Co., Haydenville, Mass 
Hilton Brass Foundry, Hilton, N. J. 
Mueller Co., Decatur, Ill. 
Phoenix Brass Fdy., Irvington, N.J. 
Nauga- 
tuck, Conn. 


FERRULES, IRON 
Atch‘son Specialty Co 
City, Mo. 
Eastern Fdy. Co., Boyertown, Pa. 
Illinois Malleable Iron Co., Chicago. 
Richmond Fdy. & Mfg. Co., Inc., 
Richmond, Va. 
Sanitary Co. of America, Linfleld, 
Pa. 


Kansas 


FERRULES, LEAD 
Eagle-Picher Lead Co., Cincinnatt, 
Raymond Lead Works, Chicago. 


FILTERS, WATER, PRESSURE 
Graver Corp., E. Chicago, Ind. 


FITTINGS, LEAD 
Raymond Lead Works, Chicago. 


FITTINGS, PIPE, BRASS 
Crane Co., Chicago. 
Haydenville Co., Haydenville, Mass 
McRae & Roberts Co., Detroit. 
Mueller Co., Decatur, III. 
Walworth Mfg. Co., Boston. 
Wolverine Brass Works, Grand 

Rapids, Mich. 


FITTINGS, PIPE, MALLEABLE 
Crane Co., Chicago. 

Grabler Mfg. Co., Cleveland. 
Grinnell Co., Providence, R. I. 
Illinois Malleable Iron Co., Chicago. 
Walworth Mfg. Co., Boston. 


FLANGES, CLOSET, SHORT 
HORN 


Greenwood Mfg. Co., Detroit. 
Groeniger Mfg. Co., Columbus, O. 


FLANGES, ROOF 
Acme Mfg. Co., Bangor, Me. 
Bullard Specialty Co., Tiffin, O. 
Butler Mfg. Co., Minneapolis. 
DuBols Co., F. N., New York City. 
Eagle- Picher Lead Co., Cineinnatl. 
Harker Mfg. Co., Cincinnati. 
Hessler Co., H. E., Syracuse, N. Y. 
Midland Metal Mfg. Co., Kansas 

City, Mo. 

Raymond Lead Works, Chicago. 
Simplex Mfg. Co., Chicago. 
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Adjustable Pressed Steel 


hat 















3 RADIATOR 
= Made in three HANGER 
= styl les This 

¥ psa Pen All-Steel Construction 
3 fess column No cast or malleable iron 


‘ 
“ 


radiation 






lui 


parts. Nothing to break 
when installing or ship- 
ping. How about the ones 
you are now using? 

Ask your jobber or write us 


CARTY & MOORE ENG. CO. 


1244 Fort Street 
DETROIT MICHIGAN 


Ht 





pO 











Suuenunnenneny SUONEOEHAN OOO OOONEANAHIEL 


Tank Fittings of Quality 
“McSHANE’’ 


peeneunnaee 


uu 


1856 1924 





hunentenansaa 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


avennnsnnueaciiner 


McSHANE BELL FOUNDRY CO. 
BALTIMORE, MARYLAND 














Sell plumbin 


The farmer’s water problem is solved. The 
Cullman Electric Pump Jack supplies running 
water on the farm at low cost. It operates 
pumps already installed with splendid results. 


We send it to responsible plumbers on 60-days 
consignment for test and demonstration. Write 
for our proposition and suggestions “How to 
get farm plumbing business.” 


Cullman Wheel Co. chicas iinet: 


Thirty years in business 










ELECTRIC 


puck 








a 
TOR HANGER 


hoa kz 


Hangers adjust both horizontally 
and vertically. Vertical adjust- 





ment made with 1) inch pipe. 


Standard fittings used for return 
pipes. 

Adapted to ANY radiator; ANY wall. 
Invisible when installed. Write for 
full details on this popular installation 
method. 


HEALY-RUFF CO. 


Style R Dept. 11 mamumnenenateiei Minn. 
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The DuBois Cast Brass Trap 
will be found considerably bet - 
ter than the ordinary variety 
The seal is deeper and the 
quality, all the way through, 
is typic al of DuBois’ effort to 
make a superior article 


weeny 





















ASCO DRAINS 


are just a little better andcost no more 


NOTE THE IMPROVED FEATURES: 
Re-inforced Strainer, Full 


Water Way. Cast Metal Float 


will last as long as the drain. 


We Make adrain for your requiremer 
Ask your jobber or write for catalos 


ATCHISON SPECIALTY co. 


202 Baltimore Bldg., Kansas City, Mo. 




















URO 


The Full Line of 


Water Systems, Pumps, 
Softeners and Filters 
‘‘Line up with DURO the Live One’”’ 


Write for catalog, prices and discounts 


The DURO PUMP & MFG. CO., Dayton, Ohio 

















Thermostatic 


Radiator Trap 
wees Most Efficient 


Because It’s 


Self-Cleaning 


We Also Manufacture 


Return Traps, Air Line Valves, Thermostatic 
Radiator Traps, Air Eliminators, Strainers, 
Vacuum, Condensation and Air Line Pumps 


STERLING ENGINEERING CO. 


Milwaukee, Wisconsin 
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FLOATS, COPPER 
Frost Mfg. Co., Kenosha, Wis. 
Haydenville Co., Haydenville, Mass. 
Rellance Gauge Column Co., Cleve- 


land. 
Wolverine Brass Works, Grand 
Rapids, Mich 


FOUNTAINS, DRINKING 
Acme Brass Works, Detroit. 
Central Brass Mfg. Co., Cleveland. 
Chicago Faucet Co., Chicago. 
Chicago Pottery Co., Chicago. 
Crane Co., Chicago. 

Douglas Co., Jobn, Cincinnati. 
Haydenville Co., Haydenville, Mass. 


Imperial Brass Mfg. Co., Chicago 
Johns-Manville, Inc., New York 
Kohler Co., Kohler, Wis. 


Mueller Co., Decatur, Ill. 
Puro Sanitary Drinking Fountain 
,Co., Haydenville, Mass. 
anc dard San. Mfg. Co., Pittsburgh. 
Tayl or Co., Halsey W., Warren, O 
enton Potteries Co., Trenton, N.J. 
U. S. San. Mfg. Co., Pittsburgh. 


FRAMES, LAUNDRY TRAY 
Wesely Co., Chas., Chicago. 
Wessels & Sons, D. D., Detroit 


FRAMES, SINK 
Wessels & Sons, D. D., Detroit 


FURNACES AND BLOW 
TORCHES, PLUMBERS 











Bernz Co., Otto, Newark, N. J 

Clayton & Lambert Mfg. Co., De- 
troit 

Detroit Torch & Mfg. Co., Detroit. 


Double Blast Mfg. Co., N. Chicago. 
lurner Brass Works, Sycamore, Ill 


GAS LIGHTERS FOR WATER 


HEATERS 


Johnson-Murphy Co., Detroit. 


GASKETS, ASBESTOS 


Johns-Manville, Inc., New York 
GASKETS, RUBBER 
Wolverine Brass Works, Grand 


Mich 


GASOLINE STORAGE SYSTEMS 
Coulds Mfg. Co., Seneca Falls, N.Y. 
Koven & Bro., L. O., New York. 
lrageser Steam Copper Works, J., 
New York. 
GAUGES, STEAM AND 
ALTITUDE 
American District Steam Co., N. 
Tonawanda, N 
Capitol Brass Works, Detroit. 
GAUGES, WATER 
Beaton & Cadwell Mfg. Co., 
Britain, Conn 
Capitol Brass Works, Detroit. 
Detroit Lubricator Co., Detroit. 
Ohio Brass Co., Mansfield, O. 
Penberthy Injector Co., Detroit. 
Penn Engineering Co., Philadelphia 
GENERATORS, HOT WATER 
Honeywell Heating Specialty Co., 
Wabash, Ind 
GENERATORS, STEAM 
Wilks Mfg. Co., 8. Chicago. 


HANGERS, PIPE 
Beaten & Cadwell Mfg. Co., 
Britain, Conn 

Crane Co., Chicago. 

Grinnell Co., Providence, R. I. 
Illinots Malleable Iron Co., Chicago. 
Penn Engineering Co., Philadelphia. 
Riverside Fdry. & Galv. Co., Kala- 


Raplids, 





New 


New 


mazoo, Mich. 
Wolverine Brass Works, Grand 
Rapids, Mich. 
HEATERS, GARAGE 


American Radiator Co., Buffalo. 
Wilks Mfg. Co., 8. Chicago. 


HEATERS, WATER COAL 
Abendroth Bros., Port Chester, N.Y. 
American Radiator Co.,New York. 
Burnham Boller Corp., Irvington, 

ee 2 
Cox Stove Co., Abram, Philadelphia. 
Gorton & Lidgerwood Co., New 

York 
Gurney Heater Mfg. Co., Boston. 
Herbert Boller Co., Chicago. 
Illinois Malleable Iron Co., Chicago. 
International Heater Co.,Utica,N. Y. 
Kewanee Boiler Co., Kewanee, III. 
Pierce, Butler & Pierce Mfg. Corp., 

New York. 

Richmond Radiator Co., NewYork. 
Smith Co., H. B., Westfield, Mass. 
United States Radiator Corpora- 
tion, Detroit. 
Weil-McLain Co., 
Wilks Mfg. Co., 


HEATERS, 
BRA 


Chicago. 
S. Chicago. 


WATER, COAL, 
SS COIL 


Cleghorn Co., Boston, Sous. 

HEATERS, WATER, ELECTRIC 

Instant Electric Water Heater Co 
Bridgeport, Conn. 


hen writing advertisers. 





HEATERS, WATER, GAS 
Behringer Sheet Metal Wks., Inc., 
E., Newark, N. J. 
EverHot Heater Co., Detroit. 
Hotstream Heater Ce., Cleveland 
Humphrey Ce., Kalamazee, Mich. 
Ohio Heater Co., Columbus, O. 
a Water Heater Ce., Pitts- 
bur 
Riverside Boller Wks., 
ass. 


HEATERS, WATER, INDIRECT 

American District Steam Ce. N 
Tonawanda, N. Y. 

Behringer Sheet Metal Wks., E., 
Newark, N. ° 

Davis Eng. Corp., New Yerk City. 

Excelso Specialty Wks., Buffale. 

Hotstream Heater Co., Cleveland. 

Riverside Boiler Wks., Cambridge, 
Mass. 

Thermal Appliance Co., New York. 


HEATERS, WATER, KEROSENE 
Cleveland Metal Products Co., 
Cleveland. 
Florence Stove Co., 
Holyoke Heater Co 
Hotstream Heater Co., 


HEATERS, WATER, STEAM 
American District Steam Ce., Ne 
Tonawanda, N. ¥. 
Excelso Specialty Works, Buffalo. 
Hotstream Heater Ce., Cleveland. 
Thermal Appliance Ce. New York. 


HEATERS, WATER, STORAGE, 
C 


Cambridge, 


Gardner, Mass. 
, Holyoke, Mass. 
Cleveland. 


AL 
Wilks Mfg. Co., S., Chicago. 
HEATERS, —_— STORAGE, 


Coast Heater Mfg. Co., Monrovia, 
Cal. 

Crane Co., Chicago. 

EverHot Heater Co., Detreit. 

Goodman Automatic Water Heater 


Co., Inc., Brooklyn. 
Koil-Les Heater Co., Geneva, Ill. 
Riverside Boller Wks., Cambridge, 
Mass. 


HEATING SPECIALTIES, HOT 
WATER 


American Radiator Co., Buffalo. 

Fulton Co., The, Knoxville, Tenn. 

Honeywell Heating Specialities Co., 
Wabash, Ind. 

Minneapolis Heat Regulater Co., 
Minneapolis, Minn. 
Powers Regulator Co., 
Reading Heater 
Reading, Pa 
United States Radiator Corpora- 

tion, Detroit. 


HEATING SPECIALTIES, STEAM 
American Radiator Ce., Buffalo. 

Crane Co., Chicago. 

Fulton Co., The, Knoxville, Tenn. 

Hoffman Specialty Co., Inc., New 
York City. 

Honeywell Heating Specialties Co., 
Wabash, Ind. 

Johns-Manville, Inc., New York. 

Lytton Mfg. Corp., Franklin, Va 

Minneapolis Heat Regulator Co., 
Minneapolis, Minn. 

O-E Specialty Mfg. Co., Milwaukee. 

Sterling Eng. Co., Milwaukee. 

United States Radiator Corpora- 
tion, Detroit. 


HEATING SPECIALTIES, 
VACUUM AND VAPOR 
American District Steam Co., No. 

Tonawanda, N. Y. 
American Radiator Ce., Buffalo. 
Fulton Co., The, Knoxville, Tenn 
Hoffman Specialty Co., Inc., New 
York City. 
Honeywell Heating Specialties Co., 
Wabash, Ind. 
O-E Specialty Mfg. Ce., Milwaukee 
Penberthy Injector Co., Detroit. 
Sterling Eng. Co., Milwaukee, 
Trane Co., La Crosse, Wis. 
United States Radiator Corpora- 
tion, Detroit. 
HINGES, TOILET SEAT 
Grand Haven Brass Fdy., Grand 
Haven, Mich. 


HUMIDITY CONTROL 
Fulton Co., The, Knoxville, Tenn. 
Powers Regulator Co., Chicago 


HYDRANTS 
Haydenville Co., Haydenville, Maas. 
Illinois Malleable Iron Ce., Chicago. 
Kemp Mfg. Co., C. M., Baltimore 
Mueller Co., Decatur, Ill. 

INGOT METAL 
Curtis Bay Copper & Iren Wks., 
Baltimore, Md. 
Hartman Ingot Metal Co., Chicage 


INJECTORS 


Braender Drainer Co., 
Penberthy Injector Ce., 


Chicago. 
& Supply Co., 


New York 
Detroit. 
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INSERTS, CONCRETE, PIPE 
Grinnell Co., Providence, R. I. 
Oslund Specialty Co., St. Paul, 

Minn. 

Truscon Steel Co., Youngstown, O 
JOINTS, EXPANSION 
Badger & Sons Ce., BE. B., Boston 


LAVATORIES, ENAMELED 
IRON 

Crane Co., Chicago. 

Jones Hollow Ware Co., Baltimore. 

Kohler Co., Kehler, Wis. 

Richmond Radiater Co., New York 

Standard San. Mfg. Co., Pittsburgh. 

U. S. Sanitary Mfg. Co., Pittsburgh. 


LAVATORIES, VITREOUS CHINA 

Crane Co., Chicago 

Douglas Co., John, Cincinnatil. 

Maddock’s Sons Co., Thomas, 
Trenton, N. 

Standard San. Mfg. Co., Pittsburgh. 

Trenton Potteries Co., Trenton, N.J. 


LEAD FOR PLUMBERS 


F. N. DuBois Ce., Inc., New York. 
Eagle-Picher Lead Co., Cincinnatl 
Raymond Lead Works, Chicago. 


LEGS, LAUNDRY TRAY 
Eastern Fdy. Co., Boyertown, Pa. 
Illinois Malleable Iron Co., Chicago. 
Richmond Fdy. & Mfg. Co., Inc, 

Richmond, Va. 
Riverside Fdry. & Galv. Co., Kala- 
mazoo, Mich. 
Sanitary Company of 
Linfield, Pa. 


LEGS, SINK 
Eastern Fdy. Co., Boyertown, Pa. 
Illinois Malleable [ron Co., Chicago. 
Richmond Fdy. & Mfg. Co., Inc, 
Richmend, Va. 
Sanitary Company of 
Linfield, Pa. 


LEVERS, FLUSH VALVE 
Curtin Valve Co., A. F., Medford, 
Mass. 
Frost Mfg. Co., Kenosha, Wis. 
Phoenix Brass Fdy., Irvington, N.J. 


America, 


America, 


LIQUID SOAP DISPENSERS 
Imperial Brass Mfg. Co., Chicago. 


MIXERS, SHOWER BATH 
Douglas Co., John, eames 
Goetz Brass Co., Chica 
Hoffmann & Billings wilt. Ce., 

Milwaukee, Wis. 
Imperial Brass Mfg. Co., Chicago. 
Leonard-RookeCo., Providence, R.L. 
Milwaukee Flush Valve Co., Mil- 
waukee. 
Morency-Van Buren Mfg. Ca. 
Sturgis, Mieh. 
Powers Regulater Co., Chicago. 
Speakman Co., Wilmington, Del. 


MOTORS, ELECTRIC 
Century Electric Co., St. Louis, Mo. 
General Electric Co., Schenectady. 
Leland Electric Co., Dayton, Ohio. 


NIPPLES, WROUGHT 
Pabst Co., Fred, Milwaukee. 


PARTITIONS, TOILET 
Weis Mfg. Co., H., Atchison, Kan. 


PIPE CUTTING AND THREAD- 
ING MACHINES, PORTABLE 
Armstrong Mfg. Co., Bridgeport, 

onn. 
Borden Co., Warren, 
Curtis & Curtis Co., 
Conn. 
Toledo Pipe 
Co., Toledo, O. 
Williams Tool Corp., Erie, Pa. 


PIPE one AND THREAD- 
NG MACHINERY 


oO. 
Bridgeport. 

Threading Machine 
0 


pene... Mfg. Co., Bridgeport, 
Conr. 

Bignall & Keeler Mch. Works, 
Edwardsville, It. 

—, & Curtis Co., Bridgeport, 


Con 

Greenfield Tap & Die Corp., Green- 
field, M 

Williams Tool Corp., Erie, Pa. 


PIPE HOOKS AND STRAPS 
Beaton & Cadwell Mfg. Co., New 
Britain, Conn. 
Wolverine Brass Works, 
Rapids, Mich. 


Grand 





PIPE AND FITTINGS, ACID 
PROOF 


Duriron Co., Inc., Dayton, O. 
PIPE AND FITTINGS, SOIL, 
CAST IRON 


Abendroth Bros., Port Chester, N. ¥ 
Duriron Co., Inc., Dayton, O. 
Eastern Fdy. Co., Boyertown, Pa. 
Haines, Jones & Cadbury Co., 
Philadelphia. 
Hammond-Byrd 
ingham, Ala. 


Iron Co., Birm- 


Richmond Fdy. & Mfg. Co., Inc., 


Richmond, Va. 


Sanitary Company of America, 
Linfleld, Pa. 

Somerville Iron Works, Somer- 
ville, N. J. 

Walworth Mfg. Co., Boston. 


PIPE, BRASS, COPPER, NICKEL 

American Brass Co., Waterbury, 
Conn. 

Bridgeport Brass Co., Bridgeport, 
Conn 

Chase Metal Wks., Waterbury,Conn. 

Rome Brass & Copper Co., Rome, 
N. Y. 


PIPE THAWERS, ELECTRIC 
General Electric Co., Schenectady. 


PIPE, WROUGHT IRON 
Reading Iron Co., Reading, Pa. 


PIPE, WROUGHT STEEL 


National Tube Co., Pittsburgh 
Youngstown Sheet & Tube Co., 
Youngstown, O. 


PLATES, FLOOR AND CEILING 

Beaton & Cadwell Mfg. Co., New 
Britain, Conn. 

Beaton & Corbin Mfg. Co., South- 
ington, Conn. 

Crane Co., Chicago. 

Grabler Mfg. Co., Cleveland. 

Penn Engineering Co., Philadelphia. 

Wolverine Brass Works, Grand 
Rapids, Mich. 


PLUMBERS’ BRASS GOODS, 
CAST 


Acme Brass Works, Detroit. 

Capitol Brass Works, Detroit. 

Central Brass Mfg. Co., Cleveland 

Chicago Faucet Co., Chicago. 

Cleveland Brass Mfg. Co., Cleve- 
land, 


c rane Co., Chicago. 


Curtis Bay Copper & Iron Works, 
Baltimore. 
Douglas Co., John, Cincinnati. 
Goetz Brass Co., Chicago. 
Haydenville Co., Haydenville, Mass 
Hays Mfg. Co., Erie, Pa. 
Hudson Brass Works, Brooklyn. 
McRae & Roberts Co., Detroit. 
McShane Bell Fadry. Co., Baltimore. 
Morency-Van Buren Mfg. Co., 
Sturgis, Mich. 
Mueller Co., Decatur, Ill. 
Phoenix Brass Fdy., Irvington, N.J. 
Republic Brass Co., Cleveland. 
Ryan & Co., J. J., Chicago. 
Speakman Co., Wilmington, Del. 
Standard San. Mfg. Co., Pittsburgh. 
Stebbins Mfg. Co., E., Springfield, 
Mass. 
Street & Kent Mfg. Co., Chicago. 
Union Brass & Metal Mfg. Co., St. 
Paul, Minn. 
Wolverine Brass Works, 
Rapids, Mich. 
Woodward-Wanger Co., Philadel- 
phia. 


PLUMBERS’ BRASS GOODS, 
TUBULAR 


Grand 


American Pin Co., Waterbury, 
Conn. 

American Sanitary Mfg. Co., 
Abingdon, Ill. 

Bridgeport Brass Co., Bridgeport, 


Conn. 
Darling Sheet Metal 
Walton, N. Y. 
Frost Mfg. Co., Kenosha, Wis. 
Mueller Co., Decatur, Ill. 
Speakman Co., Wilmington, Del. 
Waterbury Mfg. Co., Waterbury, 
Conn. 
Wise, Inc., J. B., Watertown, N. Y. 
Wolverine Brass Works, Grand 
Rapids, Mich. 
Woodward-Wanger Co., Philadel- 
phia. 


POSTS, PIPE VISE 
Penn Eng. Co., Reading, Pa. 
PRICE | IDES, PLUMBING 
ND HEATING 
Bareham 7 Saunders, Rochester. 


PUMP JACKS, ELECTRIC 
Cullman Wheel Co., Chicago. 


Works, 
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Specify 
EAGLE 
Flanges 


that cannot always be 


pitch of Roof. 


Cincinnati 





Blow-holes and laminations are two defects 
eliminated in the 
manufacture of cast lead goods, but these 
objections are completely eliminated in 
the Eagle Drawn Lead Roof Flange. 
Roof Flanges are adjustable to any 





Made exclusively by 


THE EAGLE - PICHER LEAD CO. 


Chicago Joplin 





Cataloged in Sweet's 






















our slogan-—* 


Nee 


oulsville, Kentucky 





~— 
What Makes 
a Gocd Tank? 
























Tt is the knowing how to design and construct 
a tank that will give good, long, onuel de- 
pendable service year in and year out with- 

out a hitch 

Caldwell Steel Tanks are the result Engi 

neers designed them according to approved 
engineering principles. A company with over 
thirty vears of tank building experience pro- 
ducea them 

Caldwell Steel Tanks are made of the finest 
steel and carefully riveted so that there's no 
chance for breaks or leaks 

These are but a few of Caldwell character 
istics which contribute to the significance of 





‘The Tank With a Reputation.” 
Send for Catalog 


alien os 


2560 Brook St. 


_ 


— 



















Fig. 301 


“American” Cast Traps 


Our line is most extensive. 
Any style, size and gauge. 
Circulars furnished. 


Sold by all jobbers. 


American Sanitary Mfg. Co. 


Abingdon, Illinois 














RECO SEPTIC TANK 





Pat. Applied For 






Is Best by Test 


Absolutely water tight. Gives 
better Bacterial (liquefying) 
results 
Larger than other tanks of sup- 
posedly same capacity. 
Does not have to be cleaned as 
often as other reakes. 
Made of an Alloy Copper-Steel 
protected by a Rust and Acid 
resisting enamel 

Guaranteed for 10 years. 

If your jobber cannot furnish you, write 


Richmond Engineering Co. 
~<a 930 Brook Ave. 


Richmond, Va. 





NEERING 


when writing 


advertisers. 
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BRASS GOODS 


@ The manufacturer is known by the 
distributors he keeps. @ We are mighty 
proud of the high standing of the United 
jobbers. @ United means quality. 


UNITED BRASS MFG. COMPANY 
3844 Hamilton Avenue Cleveland, Ohio 
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PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 
The Novelty Steam Boiler Works Company 


Factory, 917-929 S. Howard St. BALTIMORE, MD. 
New York City Sales Office 130 W. 42nd St., Room 1104 








SOLDERING NIPPLES 
ZS 


YELLOW MALE 
or and 

RED BRASS FEMALE 

Size %* to 4” 





Fig. N 600 


PHOENIX BRASS FOUNDRY 


IRVINGTON, N. J. 











Interchangeable 
DRAIN-BOARDS 


Made of selected 
ash in ten popular 
sizes. Nicely fin- 
ee Me 
ately priced. 


Van Arnam Mfg. Co., 
Ft.Wayne, indiana 
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PUMPS, CONDENSATION 
Chicago Pump Co., Chicago. 
toulds Mfg. Co., Seneca Falls, N. Y. 
Trane Co., La Crosse, Wis 


PUMPS, ELECTRICAL 
Aldrich Pump Co., Allentown, Pa. 
Dayton Pump & Mfg. Ce., Day- 

ton, . 

Delco Light Co., 
Decatur Pump Co., 
Deming Co., Salem, O. 

Duro Pump & Mfg. Co., Dayton, O. 
Ft. Wayne Eng. & Mfg. Co., Ft. 
Wayne, Ind. 

Goulds Mfg. Co., Seneca Falls, N. Y. 
Leader-Trahern Co., Decatur, Il. 
Monarch Eng. Co., > . 
Myers & Bro. Co., F. E., Ashiand,O. 
Unifiow Pump & Mfg. Co., Dayton, 


Ohio 


Dayton, O. 
Decatur, Ill. 





PUMPS, FORCE 
hicago Pump Co., Chicago. 


Deming Co., Salem, O. 
Goulds Mfg. Co., Seneca Falls, N. Y 
Monarch Eng. Co., Dayton, O. 


Myers & Bro. Co., F. E., Ashland,O 


PUMPS, VACUUM 
\ldrich Pump Co., Allentown, Pa 
joulds Mfg. Co., Seneca Falls, N. Y. 
Imperial Brass Mfg. Co., Chicago 
O- Specialty Mfg. Co., Milwaukee. 


RADIATOR FOOT RAILS 


Beaton & Cadwell Mfg. Co., New 
Britain, Conn. 


RADIATORS 
American Radiator Co., New York. 
Gurney Heater Mfg. Co., Boston 
Kewanee Boller Co., Kewanee, Il. 
Pierce, Butler & Pierce Mfg. Corp., 
New York. 
Richmond Radiator Co., New York 
Smith Co., H. B., Westfield, Mass. 
United States Radiator Corp., 
Detroit. 


RANGE BOILERS, COPPER 
Badger & Sons Co., B. B., Boston. 
Dahiquist Mfg. Co., So. Boston, 

Mass. 

Gerstein Bros. & Cooper, 8. Boston. 
Hayes Mfg. Co., Paterson, N. J. 
l'rageser Steam Copper Wka., 

John, New York. 


RANGE BOILERS, GALVANIZED 

Detroit Range Boller & Steel Bar- 
rel Co., Detroit. 

Koven & Bro., L. O., New York. 

Riverside Boiler Wks., Cambridge, 
Mass. 

frageser Steam Wkze., 
John, New York. 

Wessels & Sons Co., D. D., Detroit 

Wheeling Steel Corporation, 
Wheeling, W. Va. 

Wood Mfg. Co., John, Conshohock- 
en, Pa. 


REAMERS, PIPE 


Copper 


Armstrong Mfg. Co., Bridgeport, 
(Conn. 

Greenfield Tap & Die Corp., Green- 
field, Mass. 

Mueller Co., Decatur, Ill. 


REGULATORS, DAMPER 
American District Steam Co., No 
Tonawanda, N. : 
American Radiator Co., Buffalo. 
Fulton Co., The, Knoxville, Tenn 
Honeywell Heating Specialties Ce., 
Wabash, Ind. 
Minneapolis Heat Regulator Co., 
Minneapolis, Minn. 
Nason Mfg. Co., New York 
O-E Specialty Mfg. Co., Milwaukee. 
Powers Regulator Co., Chicago. 
Sterling Engineering Co., Milwau- 
kee, Wis 


REGULATORS, HOT WATER 
American Radiator Co., Buffalo. 
Fulton Co., The, Knoxville, Tenn 
Honeywell Heating Specialties Co., 

Wabash, Ind. 

Minneapolis Heat Regulator Co., 

Minneapolis, Minn 
Mueller Co., Decatur, IIl. 
Powers Regulator Co., Chicago. 
Un&ted States Radiator Corpora- 

tion, Detroit. 


REGULATORS, TEMPERATURE 


American Radiator Co., Buffalo 

Fulton Co., The, Knoxville, Tenn 

Honeywell Heating Specialties Co., 
Wabash, Ind. 

Minneapolis Heat Regulator Ce. 
Minneapolis, Minn. 

Powers Regulator Co., Chicago. 

United States Radiator Corpora- 
tion, Detroit. 


when writing advertisers. 





REGULATORS, TEMPERATURE, 
AND RADIATOR COVERS 


Fulton Co., The, Knoxville, Tenn 


RUBBER GOODS, PLUMBING 


Canfield Co.,, H. O., Bridgeport 
Conn. 
Lavelle Rubber Co., Chicago. 
Wolverine Brass Works, Grand 
Rapids, Mich 
Woodward-Wanger Co., Philadel 
phia. 
SAWS, HACK, ROTARY 


Excelso Specialty Wks., Buffalo. 

Hotstream Heater Co., Cleveland 

Riverside Boiler Wks., Cambridge 
Mass. 


SEATS, TOILET, BABY 
Built-Well Mfg. Co., Chicago 
Coyne & Delany Co., Brooklyn 
McLane Mfg. Co., Milford, N. H 
Van Arnam Mfg. Co., Ft. Wayne 

Ind. 


SEATS, TOILET 


Bulilt-Well Mfg. Co., Chicago. 

Coyne & Delany Co., Brooklyn. 

Douglas Co., John, Cincinnati. 

Knott Mfg. Co., Tell City, Ind. 

McLane Mfg. Co., Milford, N. H 

Never Split Seat Co., Evansville, 
Ind. 

Olmstead-Thomson Mfg. Co., New 
Britain, Conn. 

Sherwood Brass Works, Detroit 

Standard Tank & Beat Co., Cam 
den, N. J. 

Van Arnam Mfg. Ce., Ft. Wayne 
Ind. 

Woodward-Wanger Co., Philadel 
phia. 


SHOWERS 
Coyne & Delany Co., Brooklyn. 
Crane Co., Chicago. 
Douglas Co., John, 
Hoffmann & Billings 
Milwaukee. 
Hudson Brass Works, Brooklyn. 
Leonard-Rooke Co.,Providence,R.I. 
Morency-Van Buren Mfg. Co., 
Sturgis, Mich. 
Mueller Co., Decatur, III. 
Powers Regulator Co., Chicago. 
Speakman Co., Wilmington, Del. 
Trenton Potteries Co., Trenton, N. J 
Wolverine Brass Works, Grand 
Rapids, Mich. 


Cincinnati. 
Mfg. Co., 


SHOWERS, THERMOSTATIC 


Leonard-Rooke Co., Providence, R.I. 
Powers Regulator Co., Chicago 


SINKS, ACID PROOF 
Duriron Co., Inc., Dayton, O. 


SINKS, ENAMELED IRON 
Crane Co., Chicago. 
Jones Hollow Ware Co., Baltimore 
Kohler Co., Kohler, Wis. 
Standard San. Mfg. Co., Pittsburgh 
U. S. Sanitary Mfg. Co., Pittsburgh. 


SINKS, PORCELAIN 


Crane Co., Chicago. 
Trenton Potteries Co., Trenton, N. J. 


SINKS, SLOP 


Crane Co., Chicago. 

Douglas Co., John, Cincinnati. 

Kohler Co., Kohler, Wis. 

Richmond Fdy. & Mfg. Ce., 
Richmond, Va. 

Sanitary Company of America, 
Linfield, Pa. 

Standard San. Mfg. Co., Pittsburgh. 

Trenton Potteries Co., Trenton, N. J. 

U. 8. Sanitary Mfg. Ce., Pittsburgh. 


Inc., 


SINKS, STEEL 
Koven & Bro., lL. O., New York. 


SINKS, VITRBOUS CHINA 
Crane Co., Chicago. 
Douglas Co., John, Cineinnati. 
Maddock's Sons Co., Thes., Tren- 
ton, N. J. 
Standard San. Mfg. Co., Pittsburgh. 
Trenton Potteries Co., Trenton,N.J 
SLEEVES, FLOOR AND CEILING 
Beaton & Cadwell Mfg. Co., New 
Britain, Conn. 
Beaton & Corbin Mfg. Co., South- 
ington, Conn. 
SOLDER 
DuBois Co., Inc., F. N., New York. 
Raymond Lead Works, Chicago. 
Eagle-Picher Lead Co., Cincinnati. 
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The E. Stebbins Mfg. Co., Springfield, Mass. 








1924 Specifications 


To acquaint the trade with those general principles which we consider essential and which we incorporate 
in the manufacture of our high grade plumbers’ brass compression goods, this specification is submitted in con- 
junction with our section in Domestic Engineering Catalogue Directory. 


Made from White & Brother's certificate ingot of uniform quality, better than the best brass pipe. In all our 
body casting designs we pay particular attention to water way, lift, operating thread and size of hex. 


We use the Acme style of thread, the most serviceable design known. There are 3 full threads on every spindle 
and all of them are engaged when the fixture is closed. Our squares are accurately tapered, and milled to receive 
handles. A taper at this point is decidedly better than a straight surface, to allow for any irregularity of fit and to 
take up any possible wear. Seat packing encased. Brass seat packing screw. We recommend spindles turned 
from brass rod stock but reserve the right to furnish cast spindles for items of very small production, or for regular 
product in the event of an unforeseen emergency. 


High design to receive large cap washer. Long bearing to support spindle. Squares uniform in diametrical 
measurement. Approximately 9607, of our caps are made from brass forgings having a tensile strength of 66,000 
pounds. They have hard corners, not easily rounded by a wrench, and are so strong they will not split. We reserve 
the right to furnish caps made from brass castings for items of very small production, for loose key work, or for 
regular product in an unforeseen emergency. 


We furnish 7 styles of handles. And after August Ist, 1924, they all will be interchangeable with each other 
on every spindle, regardless of size. 
1. T. handles are turned from brass rod stock. 
2. Cross handles, seldom furnished, are brass castings. 
3. Iron wheel handles are cast grey iron, black japanned. 
4, China index handles are made from brass forgings. Buttons will be removable type after August Ist, 1924. 
5. All china handles we do not recommend because they are so fragile. But we furnish same when required. 
6. The levers on our china lever handles are turned from brass rod stock. The china portion is held in place 
by a long screw with a rubber gasket at each end of the china handle to protect it from expansion strains. 
7. Our brass wheel handles are made from brass forgings, excepting the combination wheel handle and loose 
key on our sill faucets which are cast brass because they are so difficult to forge. 


In an attempt to furnish the trade with compression goods that will not require repacking before installation 
we have adopted Good Mfg. Company’s “‘all service’? cone shaped seat packing and their XXX cap packing. All 
our product made after March Ist, 1924, contains this equipment excepting the °s” size which will not be so equipped 
until August Ist, 1924. 


We consider it essential that the plumber know who made the goods. But we also consider it essential that 
he know when the goods were made. So beginning March Ist, 1924, we began date branding each body with the 
month and year of manufacture, “3—Stebbins—4” means the third month of the year 1924. 


No similar product receives greater attention in the matter of nickel plating and testing. Samples of our 
nickel plated work measure 33 1/3°% thicker than the average of several sample faucets tested by the Bureau of 
Standards. All our products are tested at 135 lbs. water pressure. 


All Stebbins products are guaranteed to be of the above specifications with no concealed substitutions tending 
to lower the quality. There are over 70 ways that we know of to cheapen our lines of compression goods, 








DOMESTI¢ 


A Wrench 


ENGINEERING 


You Can Trust to the Limit 


Allen Stillsor 
Ss a wrench vou can trust! 


lhe Henry and 


| he material, the workmanship 
and the pattern make a wrench 
of unequalled quality. Tests 
provethis statement ! In themost 
recent test, every other Stillson 
failed before the Henry & Allen 
(he Henry & Allen showed no 
strain at all until 7722 inch 
pounds pressure was reached 


and then only the handle bent 


Henry & Allen, 


CMAN ye) 


Henr 
STILLSON WRENCH 


You can trust the quality of the 
‘Wrench with the red nut 
You can rely on it to do its 
job thoroughly without danger 
of slipping or breaking 


Henry & Allen wrenches are the 
type of better tools that deserve 
a place in the equipment of the 
skilled workman. You can buy 
them all standard sizes 
through leading supply houses 
ind hardware stores 


Auburn, N. Y. 
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SOFTENERS, WATER 


Duro Pump & Mfg. Co., Dayton, 
Ohio. 

Graver Corp., E. Chicago, Ind. 

Refinite Co., Omaha, Neb. 


SOLDERING FLUXES 

Benson Co., Inc., Alex R., Hud- 
son, Y. 
Conve. a AND 
PIPE 

Blue Seal aoaman Co., Roselle,N.J. 
Chamberlain Co., Pittsburgh. 
Hercules Chemical Co., New York. 
Rutland Fire Clay Co., Rutland, Vt. 

SPRINKLER HEADS 
c. 8. B. Sprinkler Co., Boston. 


STALLS, URINAL 


Crane Co., Chicago. 
Trenton Potteries Co., Trenton, N. J. 
Weis Mfg. Co., H., Atchison, Kan. 


STANDS, PORTABLE, VISE 


Crown Die & Tool Co., Chicago. 
Evans, M., Pittston, Pa. 
Martin & Sons, H. P., Owensboro, 


Ky. 
Williams & Co., J. H., Brooklyn. 


STANDS, RANGE BOILER 
Atchison Specialty Co., Kansas 
City, Mo. 


Eastern Fdy. Co., Boyertown, Pa. 


Richmond Fdy. & Mfg. Co., Inc, 
Richmond, Va. 
Sanitary Company of America, 


Linfield, Pa. 
Wessels & Sons Co., 


STOCKS AND DIES 
Armstrong Bros. Tool Co., Chicago. 
Armstrong Mfg. Co., Bridgeport, 


Conn. 

Bignall & Keeler Mch. Works, Ed- 
wardsville, Ill. 

Borden Co., Warren, O. 

Crown Die & Tool Co., Chicago 

Greenfield Tap & Die Corp., Green- 
field, Mass. 

Nye Tool & Mach. Works, Chicago. 

Toledo Pipe Threading Machine 
Co., Toledo, Ohto. 


SWITCHES, ELECTRIC 
PRESSURE 


D. D., Detroit. 


Penn Electric Machine Co., Des 


Moines, Ia. 


TANKS, CLOSET, COMPOSITION 
Coyne & Delany Co., Brooklyn. 


TANKS, CLOSET, ENAMELED 
IRON 


Crane Co., Chicago 

Jones Hollow ‘Ware Co., Baltimore, 
Kohler Co., Kohler, Wis. 
Standard San. Mfg. Co., Pittsburgh. 
U. 8. Sanitary Mfg. Co., Pittsburgh. 


TANKS, ane; VITREOUS 
Chicago Pottery Co., Chicago. 
Crane Co., Chicago. 

Douglas Co., John, Cincinnati. 
Maddock’s Sons Co., Thomas, 

Trenton, N. 

Standard San. Mfg. Co., Pittsburgh. 
Trenton Potteries Co., Trenton, N.J. 
Zwermann Co., Robinson, Il. 


TANKS, CLOSET, WOOD 
Coyne & Delany Co., Brooklyn. 
McLane Mfg. Co., Milford, N. H. 
Olmstead-Thomson Mfg. Co., New 
Britain, Conn. 

Standard Tank & Seat Co., Cam- 
den, N. J. 

Van Arnam Mfg. Co., 
Ind. 


Ft. Wayne. 


TANKS, EXPANSION 


Detroit Range Boller & Steel Bar- 
rel Co., Detroit. 

Graver Corp., E. Chicago, Ind. 

Koven & Bro., L. O., New York. 

Novelty Steam Boller Wks., Balti- 
more, 

Penn Engineering Co., Philadelphia. 

Riverside Boiler Works, Inc., Cam- 


bridge, Mass. 

Trageser Steam Copper Works, 
John, New York. 

Wheeling Steel Corporation, 
Wheeling, W. Va. 


TANKS, PNEUMATIC 
Graver Corp., E. Chicago, Ind. 
Kewanee Boiler Co., Kewanee, II). 
Leader-Trahern Co., Decatur, Il. 
Novelty Steam Boiler Works, Bal- 

timore. 
Richmond Engineering Co., Rich- 
mond, Va. 





8. Chicago. 
John, Consho- 


Wilks Mfg. Co., 
Wood Mfg. Co., 
hocken, Pa. 


TANKS, SEPTIC 
Chemical Tollet Corp., Syracuse. 
Graver Corp., E. Chicago, Ind. 
Kaustine Co., Inc., Buffalo, N. Y. 
Richmond Engineering Co., Rich- 

mond, Va. 


TANKS, STORAGE, STEEL 


Caldwell Co., W. E., Louisville, Ky. 
General Bollers Co., Waukegan, 


Gerstein Bros. & Cooper, 8. Boston. 

Graver Corp., E. Chicago, Ind. 

Kewanee Boiler Co., Kewanee, III. 

Koven & Bro., L. O., New York. 

Leader-Trahern Co., Decatur, III. 

Novelty Steam Boiler Works, Ba!l- 
timore. 


Richmond Engineering Co., Rich- 
mond, Va. 

Trageser Steam Copper Works, 
John, New York. 

Wilks Mfg. Co., 8., Chicago. 

Wood Mfg. Co., John, Consho- 


hocken, Pa. 


TANKS, STORAGE, WOOD 
Caldwell Co., W. E., Louisville, Ky. 


THERMOSTATS 
American Radiator Co., Buffalo. 
Fulton Co., The, Knoxville, Tenn. 
Honeywell Heating Specialties Co., 

Wabash, Ind. 

Hotstream Heater Co., Cleveland. 
Minneapolis Heat Regulator Co., 
Minneapolis, Minn. 
Powers Regulator Co., 


TOWERS, STEEL AND WOOD 


Caldwell Co., W. E., Louisville, Ky. 
Graver Corp., E. Chicago, Ind. 


TRAPS, ACID PROOF 
Duriron Co., Inc., Dayton, O. 


TRAPS, ANTI-SIPHON 


Chicago. 


American Pin Co., Waterbury, 
Conn. 

American Sanitary Manufacturing 
Co., Abingdon, 


Eagle-Picher Lead Co., Cincinnati 

Frost Mfg. Co., Kenosha, Wis. 

Raymond Lead Works, Chicago. 

Richmond Fdy. & Mfg. Co., Inc., 

- Richmond, Va. 

Sanitary Company of America, 
Linfield, Pa. 

Wise, Inc., J. B., Watertown, N. Y. 

Wolverine Brass Works, Grand 
Rapids, Mich. 


TRAPS, BACK WATER 
a Specialty Co., Kansas 


Cit 
Blake Specialty Co., Rock Island, 
Ill. 


Compound Inj. & Specialty Co., 
Chicago. 


Crampton-Farley Brass Co., Kan- 
sas City, Mo. 
Greenwood Mfg. Co., Detroit. 


Illinois Malleable Iron Co., Chicago. 
Wade Iron San. Mfg. Co., Chicago. 


TRAPS, BRASS 
American Pin Co., Waterbury, 
Conn. 
American Sanitary Mfg. Company, 
Abingdon, II. 
Bridgeport Brass Co., 
Conn. 
Central Brass Mfg. Co., Cleveland. 
Frost Mfg. Co., Kenosha, Wis. 
Haydenvilie Co., Haydenville, Mass. 
Hilton Brass Foundry, Hilton, N. J. 
Wise, Inc., J. B., Watertown, N. Y. 
Wolverine Brass Works, Grand 
Rapids, Mich. 
Woodward-Wanger Co., Philadel- 
phia. 


Bridgeport, 


TRAPS, CAST IRON 


~~ Speciality Co., Rock Island, 

Compound Inj. & Specialty Co., 
Chicago. 

Eastern Fdy. Co., Boyertown, Pa. 

Greenwood Mfg. Co., Detroit. 

Richmond Fdy. & Mfg. Co., 
Richmond, Va 

Riverside Fdry. & Galv. Co., Kala- 
mazoo, Mich. 

Sanitary Company of America, 
Linfield, Pa. 


TRAPS, CATCH BASIN 
Crampton-Farley Brass Co., Kan- 
sas City, Mo. 
Eastern Fdy. Co., Boyertown, Pa. 
Estabrook’s Sons, R., So. Boston. 
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KENNEDY 
Valves and Fittings 


The big Kennedy line covers a total of 800 
different types and sizes, including globe, 
gate, angle, check and radiator valves of 
every type and size and a complete line of 
malleable iron pipe fittings. 

All of these types are described and listed 
in the new Kennedy Catalog. 


Send for a copy. 


The Kennedy Valve Mfg. Co. 
Elmira, N. Y. 


Boston New York Chicago San Francisco 
aso Salt Lake City Seattle 


é 
q 

















There’s an Aldrich Pump for Every Service 
Write for Catalogue. 
DEPT. 1 


THE ALDRICH PUMP CO. 
ALLENTOWN, PA. 


Sales Agencies in Principal Cities 











PORCEL 


The Bath Tub Cleaner 


Contains no grit. 

No acid. 

Keeps fixtures like new. 
Most contracting plumbers use 
Porcela and recommend it to 
their customers. 

If yoy haven't Porcela in stock, 
order from your jobber. Write 
us for free sample can and de- 
scriptive folder. 


PORCELA-RADAX CO. 


NEW BRIGHTON, PA 





POM eT e TUTTI e Te TUM eT TTT oti 


It Does the Work 


Any vapor, vacuum, atmospheric or 
modulation system can be improved 
by equipping it with the 


Thermo SyphonTrap 


It returns condensation to boiler as 
fast as it forms, regardless of 


pressure or vacuum. 


U4 


There are many other uses for this 
trap. Bulletin No. 16 explains it 
fully. Write for it. 





TRAP SPECIALISTS 


Lytton Mfg. Corp. Franklin, Va: 


EMT it st ttm mm smn erm et 


Ce eee Se TIT eT e LTT SUT Ed 
SUUOUUUIULOUIUUUNSHNIIOMUMMeniniiieniiiiiite! 


Mention Domestic ENGINEERING when writing advertisers. 
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Write for 
Catalog 


Armstrong Bros. 
ADJUSTABLE 


PIPE DIES and STOCKS 


Improved Design—Cut Like Lathe Tools 
Dies are Alloy Tool Steel. Chasers are backed off making 
them easy cutting and long lasting. 


ARMSTRONG BROS. TOOL CO. 


_ 323 N. Francisco Ave. Chicago, U. S. A. 





















The Eastern Foundry Company Soil Pipe 
is made of soft Grey Iron. Cuts Easy. 


Ask for the Trade Mark 





ew 
It means quality, full weight and service. 


THE EASTERN FOUNDRY COMPANY 


MAIN OFFICE; BOYERTOWN, PA. 


Branch Offices: 


New York City 432 Rice Bidg., 
Philadelphia 623 Larkin St., 
7 Hibernian Building, Los Angeles, Calif. 


Boston, Mass. 
San Francisco 


50 Church St., 
940 Drexel Bidg., 
41 

















FITS ANY 
ANGLE ROOF 


The Overton Roof Flash- 
ing makes a joint both air 

and watertight, on any roof 
from flat to half pitch. 
Adjusts itself readily without turn- 
ing or twisting. Adaptable both to 
standard and extra heavy soil pipe. 
Approved by plumbing inspectors 
everywhere. 

Manufactured by 

Butler Manufacturing Company 


Minneapolis, Minn. 

























American 
women 1 
spend mil- | 


ons and 





preparation «if all 


© 
time can be made Ay 47 if 
from this simple KZ __ ae \ 


home formula: 1 ¥/ Y 
H-£-O plus Heat. a 
ood that’s —_- 
ing but Just p' 
old-fashioned ‘Good Hot Water 
Home owners in your town need Humphrey 
Automatic Gas Water Heaters. There's a good 
eS on each sale—and installation enagees 
vesides. Let us help you sell them—write t 
HUMPHREY COMPANY 
Kalamazoo, Michigan 
(Div. Ruud Mfg. Ce.) 


millions for + 
beauty creams, yal < 
powders and. at 4 a 
such. ut the iS ¥ ‘> 
greatest besut 4 V, ’ 
j 
‘ 





TYPE “A” 
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Illinois Malleable ine Co., Chicago. 

Richmond _ & Mfg. Co., Inc., 
Richmond, 

Sanitary Co. bn ‘America, Linfield, 


Pa. 
Wade Iron San. Mfg. Co., Chicago. 


TRAPS, DRUM 
Blake Specialty Co., Rock Island, 


Ill. 

Compound Inj. & Specialty Co., 
Chicago. 

Eagle-Picher Lead Co., Cincinnati. 

Greenwood Mfg. Co., Detroit. 

Raymond Lead Works, Chicago. 

Richmond Fdy. & Mfg. Co., Inc. 
Richmond, Va. 

Riverside Foundry & Galv. Co., 
Kalamazoo, Mich. 

Sanitary Company of America, 
Linfield, Pa. 

Wade Iron San. Mfg. Co., Chicago. 


TRAPS, GREASE 


Compound Inj. & Speciality Co., 
Chicago. 

Estabrook’s Sons, R., 80. Boston. 

Koven & Bro., L. O., New York. 

Marsh, 8S. L., Los Angeles, Cal. 

Raymond Lead Works, Chicago. 

Wade Iron San. Mfg. Co., Chicago 


TRAPS, LEAD 
Du Bols Co., Inc., F. N., New York. 
Eagle-Picher Lead Co., Cincinnati. 
Raymond Lead Works, Chicago. 


TRAPS, RADIATOR AND STEAM 


American District Steam Co., No. 
Tonawanda, 

Crane Co., Chicago. 

Dunham Co., C. A., Chicago. 

Fulton Co., The, Knoxville, Tenn 


Hoffman Specialty Co., Inc., New 
York City. 
Johns-Manviile, Inc., New York. 


Lytton Mfg. Corp., Franklin, Va. 
O-E Specialty Mfg. Co., Milwaukee. 
Sterling Eng. Co.. Milwaukee. 


TRAPS, SAND 
Eastern Fdy. Co., Boyertown, Pa. 
Richmond Fdy. & Mfg. Co., Inc., 
Richmond, Va. 
Sanitary Company of America, 
Linfield, Pa. 


TRAPS, STEAM 
Hoffman Specialty Co., Inc., New 
York C 
Nason Mfg. Co., New York. 


TRAPS, STEAM, RETURN 
Fulton Co., The, Knoxville, Tenn. 
Hoffman Specialty Co., Inc., New 

York City. 
Lytton Mfg. Corp., Franklin, Va. 
O-E Specialty Mfg. Co., Milwaukee 
Sterling Eng. Co., Milwaukee, Wis, 
Trane Co., La Crosse, Wis. 


; TRAPS, VACUUM 
Crane Co., Chicago 
Fulton Co., The, Knoxville, Tenn 
Hoffman Specialty Co., Inc., New 

Yerk City. 

O-E Specialty Mfg. Co., Milwaukee. 
Penberthy Injector Co., Detroit. 
Sterling Eng. Co., Milwaukee, Wis. 
Trane Co., La Crosse, Wis. 


TRAYS, LAUNDRY 


Douglas Co., John, Cincinnati. 
Kohler Co., Kohler, Wis 
Standard San. Mfg. Co., Pittsburgh. 
Trenton Potteries Co., Trenton,N.J. 
U. 8. Sanitary Mfg. Co., Pittsburgh. 
Wesely Co., Chas., Chicag 0. 
Wessels & Sons Co., D. D., Detroit 


TRUCKS, MOTOR 
Ford Motor Co., Detroit. 


TUBES, SEAMLESS, BRASS, 
COPPER, NICKEL 


American Brass Co., Waterbury, 
Conn. 
— Brass Co., Bridgepert, 


onn. 
Chase Metal Wks.,Waterbury,Conn. 
See nenee & Copper Co., Reme, 


UNIONS, BRASS 
Crane Co., Chicago. 
McRae & Roberts Co., Detroit. 
Walworth Mfg. Co., Boston. 
UNIONS, IRON 


Crane Co., Chicago. 
Grabler Mfg. Ce., Cleveland. 


when writing advertisers. 





Illinois Malleable Iron Co., Chicago. 
Walworth Mfg. Co., Boston. 


URINALS 


Crane Co., Chicago. 

Douglas Co., John, ‘Cincinnati. 
Imperial Brass Mfg. Co., Chicago 
Kohler Co., Kohler, Wis. 
Maddock & Sons, John, Trenton 
Standard San. Mfg. Co., Pittsburgh 
Trenton PotteriesCo., Trenton, N. J. 


VALVES, ACID PROOF 
Duriron Co., Inc., Dayton, O. 


VALVES, ANGLE, BRASS 


American Radiator Co., Buffalo. 
Capitol Brass Works, Detroit. 
Crane Co., Chicago. 
Detroit Lubricator Co., Detroit. 
Heydenville Co., Haydenville, Mass 
Hoffman Specialty Co., Inc., New 
York City. 
Jenkins Bros., New York City. 
Kennedy Valve Mfg. Co., Elmira, 
Y 


Mm. =. 
Ohio Brass Co., Mansfield, O. 
Penberthy Injector Co., Detroit. 
Scott Valve Mfg. Co., Detroit. 
United States Radiator Corpora- 
tion, Detroit. 
Walworth Mfg. Co., Boston, Mass 


VALVES, BOILER FEEDER 
Nason Mfg. Co., New York 


VALVES, FLUSH, WATER 
CLOSET, METER TYPE 


Beaton & Cadwell Mfg. Co., N: 
Britain, Conn. 

Douglas Co., John, Cincinnati. 

Haas Co., Philip, Dayton, - 

Hedges & Bro., Newark, N. 

Imperial Brass Mfg. Co., Bite 

Keating Valve Co., Inc., Spring 
field, Mass. 

Milwaukee Flush Valve Co., Mil 
waukee. 

Morency-Van 4 uren Mfg. Co. 
Sturgis, Mich 

Sloan Valve Co., Chicago. 


VALVES, FLUSHING, WATER 
CLOSET 


Crane Co., Chicago. 

Curtin Valve Co., 
ford, Mass. 

Frost Mfg. Co., Kenosha, Wis. 

McShane Bell Fdry. Co., Baltimore 

Morency-Van Buren Mfg. Co., 
Sturgis, Mich. 

Phoenix Brass Fdy., Irvington, N.J. 

Republic Brass Co., Cleveland. 

Wolverine Brass Works, Grand 
Rapids, Mich. 

Woodward-Wanger Co., Philadel- 
phia. 


VALVES, GATE, BRASS 


Capitol Brass Works, Detroit. 
Central Brass Mfg. Co., Cleveland 
Commonwealth Brass Corp., De- 
troit. 

Crane Co., Chicago. 
Detroit Lubricator Co., 
Jenkins Bros., New York. 
Kennedy Valve Mfg. Co., 


A. F., Med- 


Detroit. 
Elmira 


N. Y. 
Ohio Brass Co., Mansfield, O. 
Penberthy Injector Co., Detroit. 
Scott Valve Mfg. Co., Detroit. 
Walworth Mfg. Co., Boston. 


VALVES, GATE, IRON BODY 


Crane Co., Chicago. 
Kennedy Valve Mfg. Co., Elmira 
Y 


N. ¥. 
Scott Valve Mfg. Co., Detroit. 
Walworth Mfg. Co., Boston. 


VALVES, GLOBE, BRASS 


American Radiator Co., Buffalo. 

Central Brass Mfg. Co., Cleveland 

Commonwealth Brass Corp., De- 
troit 

Crane Co., Chicago. 

Detroit Lubricator Co., Detroit. 

Fulton Co., The, Knoxville, Tenn 

Haydenville Co.,, Haydenville, Mase 

Jenkins Bros., New York. 

Kennedy Valve Mfg. Co., Himira 
N.Y 


Ohio Brass Co., Mansfield, O. 
Scott Valve Mfg. Co., Detroit. 
United Brass Mfg. Co., Cleveland 
Walworth Mfg. Co., Boston. 


VALVES, GLOBE, IRON BODY 

Crane Co., Chicago. 

Kennedy Valve Mfg. Co., Elmira, 
N. Y 


Scott Valve Mfg. Co., Detroit. 
Walworth Mfg. Co., Boston. 
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VALVES, PRESSURE REDUCING 
AND REGULATING 
American District Steam Co., No 

Tonawanda, N. Y. 
Crane Co., Chicago. 
Fulton Co., The, Knoxville, Tenn. 
Mueller Co., Decatur, Ill. 


VALVES, PRESSURE RELIEF 

Neptune Meter Co., New York 

Scott Valve Mfg. Co., Detroit. 
VALVES, RADIATOR 


American Radiator Co., Buffalo, 
Capitol Brass Works, Detroit. 


Commonwealth Brass Corp., De- 
troit. 

Crane Co., Chicago. 

Detreit Lubricator Co., Detroit. 

Dole Valve Co., Chicago. 

Gorton & Lidgerwood Co., New 


York. 
Hammond Brass Wks., Hammond, 
Ind 


nd. 
Hoffman Specialty Co., Inc., New 


York City. 
Honeywell Heating Specialties Co., 
Wabash, Ind. 
Jenkins Lros., New York. 
Kennedy Valve Mfg. Co., Elmira, 


N. Y¥. 
Kinsey & Mahler Co., Peoria, Il) 
O-E Specialty Mfg. Co., Milwaukee 
Ohio Brass Co., Mansfield, O. 
Penn Engineering Co., Philadelphia. 
Scott Valve Mfg. Co., Detroit. 
Sherwood Brass Works, Detroit. 
Sterling Eng. Co., Milwaukee. 
Trane Co., La Croase, Wis. 
United States Radiator Corpora- 
tion, Detroit. 


VALVES, RADIATOR, AIR 


American Radiator Co., New York, 

Beaton & Cadwell Mfg. Co., New 
Britain, Conn. 

Beaton & Corbin Mfg. Co., South- 
ington, Conn. 

Crane Co., Chicago. 

Dole Valve Co., Chicago. 

Fulton Co., The, Knexville, Tenn 

Hoffman Specialty Co., Inc., New 
York City. 

Jenkins Bros., New York. 

O-E Specialty Mfg. Co., Milwaukee 

Penn Engineering Co., Philadelphia. 

Sterling Eng. Co., Milwaukee. 

Trane Co., La Crosse, Wis. 

United States Radiator Corpora- 
tion, Detroit. 

Waterbury Mfg. Co., 
Conn. 


Waterbury, 


VALVES, RADIATOR, AIR, 
AUTOMATIC 
American Radiator Co., New York. 
Beaton & Cadwell Mfg. Co., New 
Britain, Conn. 
Beaton & Corbin Mfg. Co., South- 
ington, Conn. 
Dole Valve Co., Chicago. 
Fulton Co., The, Knoxville, Tenn 
Hoffman Specialty Co., Ine., New 
York City. 
O-E Specialty Mfg. Co., Milwaukee. 
Penn Engineering Co., Philadelphia. 
United States Radiator Corpora- 
tion, Detroit. 
Waterbury Mfg. Co., 
Conn, 


VALVES, RADIATOR, GRAD- 
UATED, MODULATING 
American District Steam Co., No. 

Tonawanda, N. Y. 
American Radiator Co., Buffalo. 


Waterbury, 


Commonwealth Brass Corp., De- 
troit, Mich. 

Crane Co., Chicago. 

Detroit Lubricator Co., Detroit. 


Dole Valve Co., Chicago. 
Fulton Co., The, Knoxville, Tenn. 


Gorton & Lidgerwood Co., New 
York, 
Hoffman Specialty Co., Inc., New 


York City. 
O-E Specialty Mfg. Co., Milwaukee. 
Ohie Brass Co., Mansfield, O. 
Sterling Eng. Co., Milwaukee. 
United States Radiator Corpora- 
tion, Detroit. 


VALVES, RADIATOR, PACKLESS 
American Radiator Co., Buffalo. 


Commonwealth Brass Corp., De- 
troit, Mich. ‘ 

Crane Co., La Crosse, Wis. 

Detroit Lubricator Co., Detroit. 


Dele Valve Ce., Chicago. 

Fulten Ce., The, Knoxville, Tenn. 

Gerton & Lidgerweod Co., New 
York. 

Imperial Brass Mfg. Co., Chicago. 

O-E Specialty Mfg. Co., Milwaukee. 

Ohie Brass Co., Mansfield, O. 





Sterling Eng. Co., Milwaukee, Wis 
United States Radiator Corpora- 
tion, Detroit. 


VALVES, STEAM 
Capitol Brass Works, Detroit. 
Commonwealth Brass Corp., 
troit, Mich. 
Crane Co., Chicago. 
Dole Valve Co., Chicago. 
Fulton Co., The, 
Haydenville Co., Haydenville, Mass. 
Hoffman Specialty Co., Inc., New 
York City. 
Jenkins Bros., New York. 
Johna-Manville, Inc., New York. 
Kennedy Valve Mfg. Co., Elmira, 


N. Y. 
Kinsey & Mahler Co., Peoria, Ill. 
O-E Specialty Mfg. Co., Milwaukee 
Ohio Brass Co., Mansfield, O. 
Penberthy Injector Co., Detroit 
Scott Valve Mfg. Co., Detroit. 


VALVE-UNIONS 
Nason Mfg. Co., New York 


VAPOR AND VACUUM HEAT- 
ING SYSTEMS 


American District Steam Co., N. 
Y. 


Tonawanda, N. ° 
Dunham Co., C. A., Chicago. 
Hoffman Specialty Co., Inc., 

York City. 

O-E Specialty Mfg. Co., Milwaukee 
Reading Heater & Supply Co., 

Reading, Pa. 

Sterling Eng. Co., Milwaukee, Wis 
Trane Co., La Crosse, Wis. 
Vapor Heating Co., York, Pa 


VISES, PIPE 
Armstrong Bros. Tool Co., Chicago 
Armstrong Mfg. Co., Bridgeport, 

Conn. 
Crown Die & Tool Co., Chicago. 
Greenfield Tap & Die Corp., Green- 
field, Mass 
Nye Tool & Mch. Works, Chicago. 
Toledo Pipe Threading Machine 
Co., Toledo. 
Williams & Co., 


New 


J. H., Brooklyn. 


WASHERS 


Bell, Andrew, Estate of, Newark 


WATER CLOSET COMBINA- 
TIONS 


B, O. T. Mfg. Co., Trenton, N. J. 
Trenton Potteries Co., Trenton, N. J. 


WATER CLOSETS, AUTOMATIC 
FLUSHING 

Haas Co., Philip, Dayton, O. 

Sherwood Brass Works, Detroit. 

Standard San. Mfg. Co., Pittsburgh. 

Trenton Potteries Co., Trenton, N. J. 

Vogel Co., Jos. A., Wilmington, Del. 


WATER CLOSETS, FROST- 
PROOF 


Haas Co., Philip, Dayton, O. 
Vogel Co., Jos. A., Wilmington, Del 
WATER SUPPLY SYSTEMS, 
PNEUMATIC 
Dayton Pump & Mfg. Co., Day- 

ton, O. 
Decatur Pump Co., Decatur, Ill. 
Delco Light Co., Dayton, O. 
Deming Co., Salem, O. 
Duro Pump & Mfg. Co., Dayton, O. 
Ft. Wayne Eng. & Mfg. Co., Ft. 
Wayne, Ind. 
Goulds Mfg. Co., Seneca Falls, N. Y. 
Leader-Trahern Co., Decatur, Il. 
Monarch Eng. Co., Dayton, O. 
Myers & Bro. Co., F. E., Ashland,O. 
Unifiow Pump & Mfg. Co., Dayton, 
Ohio. 


WRENCHES, PIPE 


Armstrong Mfg. Co., Bridgeport. 
Conn. 

Brunswick-Kroeschel!l Co., Chicago 

Greenfield Tap & Die Corp., Green- 
fleld, Mass. 

Henry & Allen, Auburn, N. Y. 

Moore Drop Forging Co., Spring- 
field, Mass. 

Walworth Mfg. Co., Boston. 

Willlams & Co., J. H., Brooklyn. 

Woodward-Wanger Co., Philadel- 
phia. 


WRENCHES, PIPE, CHAIN 


Armstrong Bros. Too! Co., Chicago. 
Brunswick-Kroeschell Co., Chicago 
Drop Forging Co. of New York 

Jersey City, N. J. 
Walworth Mfg. Co., 
Williams & Co., J. 


Boston. 
H., Brooklyn 


Mention Domesti 


De- 


Knoxville, Tenn. 
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Gerstein 
Cisternand Riveted 
Pressure Boilers 


»scribed 





Te) 


DUN 


can be d¢ 


word 


in one 





Everlasting 

They not only Jast but give continuous, satisfactory 
service. ; 
Made in any size, pressure or capacity desired 


Write for details 


Gerstein Bros. & Cooper 
Coppersmiths 

1-3 W. Third Street So. Boston, Mass. 

STs 
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JUTE 


.-V. B. 


Closet Tank fittings are not the 
cheapest and are used by Manufac- 
turers who want the best. 


LOOK IN THE TANK 





Te 





Balicocks, Flush Valves, Hinges, Flush 
Levers, Etc. 


Morency-Van Buren Mfg. Co. 


Sturgis - - Michigan 














Here’s a Guaranteed Seat 
at a Competitive Price 





114 inch Stock 
Heavy Brass 
Bar Hinge 


Write for catalog and prices 


McLANE MANUFACTURING COMPANY 


MILFORD, NEW HAMPSHIRE 


















STRENGTH 


You'll find by experience that Hammond 
Radiator Valves are even stronger than may 
seem necessary. This fact is due to their 
design which distributes the weight where it 
is needed most. The stem and packing nuts 

on Hammond Steam Valves are made 
of rolled brass— another good reason 
why they never fail to stand 
up in service. 


Tell your jobber you want 
the valve with the Circle 
H trade mark 


HAMMOND 
BRASS WORKS 


HAMMOND, IND. 








ENGINEERING when writing advertisers. 
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When you want something better than 
ordinary, we recommend 


“FEMCO” Deep Seal Anti-Syphon Trap 


They add the finishing touch to 
any high grade plumbing fixture. 
Their exceptionally fine finish will 
be in keeping with the surround- 
ings in any bathroom or kitchen 
installation of the better class. 


















From a mechanical standpoint 

they deserve the highest rank. 

ws oe The arrangement of the inlet and 
t 





Made in 1'4 and 1'5-inch “‘P”’ or “'S 
terns, all with cleanouts ted A 
7 -gauge a nlet anc 4 a 
outlet tubes 20 or 17-gauge. Beaded chain outlet 1S such that they posi 
and stopper and Mack washer, if P. O. plug tively do not syphon and a deep 


is ordered water seal is always maintained. 


The Frost Mfg. Co., Kenosha, Wis. 
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» For Every Home 









Hudson Showers and Bath Fixtures are 
suitable for every home and apartment. 


Our large production permits economies, 
which enables you to make fine install- 
ations at job winning prices. 


Ask your jobber to show you Hudson showers 


HUDSON BRASS WORKS, INC. 


16-20 Nassau Street 
BROOKLYN, NEW YORK 
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Mention Domestic ENGINEERING when writing advertisers. 








